ASSEMBLY AND OPERATION OF THE 


HEATHKIT “APACHE” TRANSMITTER 
MODEL TX-1 
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SPECIFICATIONS 


«+++. 150 watts phone, 180 watts CW. 

50-72 ohm (Non-Reactive), 

Pi Network (Coaxial), 

Crystal-VFO, CW-SSB-Phone (Time sequence 
Keying, SSB requires External Adapter), 

Band Coverage... 1.0... 1 +n es» 80, 40, 20, 15, 10 meters (11 meters with 
Crystal Control). 

100 watts at 300-3000 cps (Adjustable low- 
level speech clipping; 500 ohm output available), 


RF Power Input 

Output Impedance 
Output Coupling . 
Operation . +... 


Audio Output. 66 ee ee ee 


Tube Complement: 


Power Section ............. Selenium Bias Rectifiers 


5V4 Low Voltage Rectifier. 
2-5R4GY HV Rectifier, 
OA2 Voltage Regulator, & 
2-OB2 Voltage Regulator. 

Audio Section «6-6 6 664.5... « 12AX7 Speech Amplifier, 
12AU7 Clipper Amplifier. 
6AL5 Clipper. 
12BY7 Audio Driver 
2-6CA7/EL34 Modulator 

RF Section « «ees ee ee eee ee « BAUB VEO, 
6CL6 Crystal Oscillator-Buffer, 
5763 Driver, 
2-6146 Parallel Power Amplifier, 


: 6AQ5 Clamp. 
= Power Requirements . eure eae + 115 VAC, 50-60 cps. 
Standby (AM, CW) . . exit 150 Watts. 
230 Watts. 


_ Standby (SSB) «eee eee 
cw . “ . 420 Watts (Intermittent). 


Phone. - GRR. HERES 500 Watts (peak), 
SSB... shal fainter Sema 500 Watts (peak). 
Cabinet Size eevee ee ae © 191/82" wide, 115/8" high, 16" deep. 
Net Weight sae ee bes. 95 Ibs, 2 i 
Shipping Weight ........,...... 107 lbs, 
Bede saad 9/aa/e 
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INTRODUCTION 


The Heathkit “Apache* Model TX-1 represents the complete transmitting complement of the 
amateur station, enclosed in a modern, attractively styled cabinet, and incorporating the refine- 
ments necessary for effective and dependable communication, The only external requirements 
are an antenna, ground, and key or microphone, Panel controls allow VFO or crystal frequency 
control and phone, CW, or SSB operation: on the 80, 40, 20, 15, 10 meter amateur bands, SSB 
operation requires a suitable SSB adapter, such as the Heathkit SB-10, 


In order to provide easy matching to low impedance antennas and suppress harmonic radiation, 
pi network output coupling is employed. A newly designed VFO features a compact, separate 
sub-assembly type of construction and provides the frequency stability necessary for SSB oper- 
ation, Panel controls include key and microphone connections, audio gain, crystal-VFO switch, 
drive control, band switch, loading control, mode switch (CW-SSB-AM), VFO tuning, driver 
tuning, final tuning, tune-operate switch, power and plate switches, The accessory socket on the 
rear apron provides AC line voltage for antenna relay operation plus power and connections for 
either a voice control unit or SSB adapter. Aseparate terminal strip provides normally open or 
normally closed contacts operated simultaneously with the plate switch for receiver muting or 
other station control functions, Ifthe “Apache” is used as an exciter for a higher powered trans- 
mitter, 100 watts of audio at 500 ohms is also available, The “Apache” is extensively compart~ 
mented and shielded, The final amplifier is completely enclosed with perforated aluminum 
shielding. This type of construction increases transmitter stability and greatly decreases radi- 
ations that cause TYI, The final amplifier is forced air cooled to promote longer tube life. 


The following block diagram and circuit description will give the builder a better understanding 
of the transmitter. This knowledge is an invaluable aid to construction and, as such, is well 
worth reading thoroughly, 


IN A TRANSMITTER OF THIS SIZE, LETHAL VOLTAGES ARE PRESENT. CONSEQUENTLY 
GREAT CARE MUST BE EXERCISED WHEN ANY TESTS OR ADJUSTMENTS ARE MADE, 
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CIRCUIT DESCRIPTION 

VFO: 

The VFO circuit consists of a GAU6 tube operating as a Clapp Oscillator in the frequency 
ranges of 1750 to 2000 KC, 7000 to 7175 KC, and 7000 to 7425 KC, ‘The tube is mounted on top 
of the rigid, enclosed sub-chassis, thus placing all heat-generating components outside the VFO 
enclosure. All frequency determining components are rigidly mounted inside the shielded en- 
closure. A double bearing ceramic insulated tuning capacitor of the differential type is used as 
a frequency control. The differential capacitor, consisting of two stator assemblies of different 
capacity, permits a large bandspread at both high and low frequencies. 


The coils are wound on heavy ceramic slug-tuned coil forms, heavily doped and baked. The re- 
sult ig a high Q coil upon which ambient conditions have a minimum effect. Careful placement 
of temperature compensating capacitors near the coils tends to cancel drift due to coil heating. 
In addition, a temperature compensating capacitor across the grid circuit of the tube, carefully 
positioned physically, provides additional compensation for other varying inductive parameters, 


The VFO switch is operated by an interrupted switching mechanism on the band switch. VFO 
output frequency is correlated with the band in use as follows: 80M - 1750 to 2000 KC; 40M - 
7000 to 7425 KC; 20M - 7000 to 7175 KC; 15M - 7000 to 7175 KC; and 10M - 7000 to 7425 KC. 
This unique switching system, coupled with the vernier slide-rule, full gear dial drive mech- 
anism, provides more than adequate frequency spread on all bands, 


The Clapp, or series tuned Colpitts oscillator circuit, presents a very low impedance at reson- 
ance to the tube grid. This minimizes the effect of shift in tube capacitance upon the output fre- 
quency. The capacitive voltage divider, necessary for operation of the Colpitis circuit, also 
lessens the effect of tube capacitance upon frequency. Both screen and plate voltages are sta- 
bilized by an OA2 regulator tube in the power supply. To further decrease any effect of tube 
heating on frequency, the tube filament is operated at all times by a separate filament trans- 
former whose primary is connected to the AC line ahead of the power switch. This serves to 
keep the tube more nearly at operating temperature and shortens the overall warm-uptime. 
Heat in the tube ts further stabilized by aheat conducting insert in the tube shield and by the low 
plate voltage, 


The net result of this design is a stable, compact VFO, especially suited for SSB operation which 
requires a low drift frequency source. 


The output circuit of the VFO is tuned to 80M when the 80M band is used and to 40M when all 
other bands are used. This tuned circuit consists of the output coaxial cable capacitance (plus 
100 mmf in the 80M position) and the RFC in the VFO plate circuit, The increased VFO output 
thus obtained insures more than adequate drive on all bands, The output is fed to the Xtal-VFO 
switch. This switch also opens the B+ lead to the VFO when the crystal position is selected, 


CRYSTAL OSCILLATOR-BUFFER 


A 6CL6 tube is used as a modified Pierce crystal oscillator. This circuit is basically a grounded 
cathode Colpitts oscillator with the grid-cathode and screen-cathode capacities serving as the 
capacitive voltage divider. An external 47 mmf capacitor is connected between the screen and 
ground to increase excitation and prevent sluggish crystal operation, With the Xtal-VFO switch 
in the crystal position, the crystal is connected between the screen and grid of the 6CL6. In the 
VFO position, the output of the VFO is connected to the grid of the 6CL6, The plate circuit of the 
6CL6 is untuned when operating 80M, slug-tuned to 40M for operation at 40, 20, and 15 meters 
and slug-tuned to 20M when operating 10M. Anuntuned RF choke and these two slug-tuned coils 
are in series with the B+ leadtothe 6CL6 plate. One section of the exciter band switch grounds out 
the coils not being used for agivenband, The RF ground is provided by a large capacitor, since 
a direct short would ground the B+ lead. Inthe 80M position, thiscapacitor and switch deck also 
grounds one side of a 100 mmf capacitor which tunes the VFO output to 80M, as previously men- 
tioned, The output of the 6CL6 is capacitively coupled to the 5763 driver stage. 
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Time sequence keying is employed in the “Apache” by means of a unique circuit which performs 
reliably but is quite simple in operation, Referring to the circuit diagram, 120 volts of negative bias 
voltage is supplied through a 47 K ohm resistor to the keying circuit, The heart of the keying 
circuit is made up of two RC networks and a NE-2 neon buib. Assuming the key is up, the neon 
bulb is lighted andboth the VFO andbuffer stages are biased beyond cut-off and are therefore in- 
operative. The 33 K ohm resistor between the VFO side of the neon bulb and ground serves as a 
load across which the cutoff voltage appears. When the key is closed, the bias voltage is 
grounded through the 47 K ohm resistor and the voltage at the key is zero, Both the .01 mf, 33 K 
ohm and .02 mf, 100 K ohm RC networks beginto discharge, Since the ,01 mf, 33 K ohm network 
has the shorter time constant, the neon bulb will extinguish and the VFO will become operative a 
fraction of asecond before the .02, 100 K ohm network has discharged to a point where the buffer 
stage isoperative. Whenthe key is opened, both networks begin to charge and, although the buffer 
grid RC network charges more slowly than the VFO grid RC network, the buffer grid willbe cut- 
off a fraction of a second before the VFO grid, due to the fact that the VFO grid RC network must 
reach the comparatively high firing voltage of the neon bulb before the VFO grid will have cut-off 
bias applied to it. As can be seen inthe illustration, the result isa buffer output waveform free 
from the click and chirp that is present on the VFO output at the instant of key down or key up. 


A spotting push-button, which by-passes the key jack and mode switch, 
is provided for activating the exciter stages, regardless of the mode of 
operation, for purposes of “zero-beating” and driver tuning. Inspection 
of the circuit diagram will reveal that, disregarding the spotting push- 
button, in CW or SSB operation the key or key jack must be closed to 
produce excitation, while in AM operation, the plate switch must be 
closed to provide excitation, 


——_>_surrer output, 


SSS TE sous 75, 


DRIVER 


is used to drive the final amplifier, As the stage has plate voltage sup~ 
plied and the cathode circuit closed at all times, sufficient bias is nec- 
essary to keep it from drawing plate current during key up or standby 
conditions. The additional automatic bias establishes the operating bias eT 7 
during “key down” condition. A meter shunt resistor is permanently Picture taken from a duel trace scope, 
connected in the cathode circuit and the meter switched across it when —_™* separated for Hlustrative purposes, 
reading driver plate current, The resistance of the shunt is such as to 

cause the meter to read 50 milliamperes full scale, Potentiometer con- 

trol of the driver screen voltage allows control of the grid drive to the 

final amplifier, The plate circuit of the 5763 is shunt fed through an RF 

choke, Pinetwork interstage coupling is used between the driver and the final amplifier with the 
input capacitor of the pi section variable andthe output capacitorfixed, The pisection inductance 
is tapped and the proper tap for each band selected by a section of the exciter band switch. The 
use of pi network interstage coupling helps reduce the harmonic output of the transmitter. The 
fixed output capacitor of the pi interstage coupling appears from grid to ground of the final amp- 
lifier and shorts out the higher frequency harmonics, 


& 
A 5763 tube operating with a combination of fixed and automatic bias, 3 as 
2 
4 
| 


The output of the driver is fed to one deck of the mode switch where it is routed directly to the 
grid of the final amplifier in CW and AM operation or routed to a coaxial connector on the rear 
apron in SSB operation, The drive isfedto an SSB adapter for SSB signal generation and the SSB 
signal is then fed back into the grids of the final amplifier through a second coaxial connector. 
The capacitance of the connecting coaxial cables provides the output capacitance for the driver 
output pi network in SSB operation. 
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FINAL AMPLIFIER 


Two 6146 tubes operating in parallel at approximately 750 volts are used as the power amplifier. 
The amplifier operates in Class C for CW and AM operation and in Class AB1 for SSB operation, 
Here, as inthe driver, acombination of fixed and automatic bias is used to establish the operating 
and standby conditions, In addition to the fixed bias, the screens of the 6146 tubes are clamped 
by a 6AQ5 during Class C operation. The action of the clamp tube follows. 


The screen voltage to the 6146's is obtained through a dropping resistor from the plate supply and 
the 6AQ5 tube plate is connected at the 6146 screen. The 6AQ5 cathode is grounded and its grid 
is common to the grid circuit of the 6146 stage. As long as grid excitation is obtained from the 
preceding stage, the bias developed keeps the clamp tube cut off and it does not drawcurrent. If 
excitation is lost, the 6AQ5 grid goes to zero and the tube draws heavy current, dropping the vol- 
tage of the 6146 screen to a very low value, thus further protectingthe 6146 stage, The fixedbias 
applied to the grids of the 6146 stage would normally keep the 6AQ5 cut off also, regardless of 
loss of excitation. Consequently, a sufficient positive voltage is applied to the 6AQ5 grid to just 
balance the fixed bias but not the operating bias, This allows the clamp tube to be cut off by the 
operating bias only, 


When modulating tetrode tubes, it is necessary to modulate the screen as wellastheplate, This 
is accomplished by supplying the screen voltage through a dropping resistor from the plate voltage, 


As explained previously in the discussion on the driver stage, the driver output is fed to an SSB 
adapter for SSB operation and the SSB signal thus generated is fed back to the grids of the final 
amplifier. The mode switch, besides rerouting the driver output, also places the final amplifier 
in Class ABI operation, The 6AQ5 clamp tube is disconnected from the screens and two OBg reg- 
ulator tubes in series are connected between the screens and ground, thereby establishing the 
proper screen voltage. Fixed bias of the correct value is supplied from the bias rectifier. This 
value of fixed bias is the same as that supplied for Class C operation, remembering that the rest 
of the Class C bias is obtained automatically by grid current flowing through the final amplifier 
grid resistors, However, nogridcurrent flows in Class AB operation, so the fixed bias supplied 
can be made correct for both modes of operation without any readjustments or switching. Inad- 
dition, the mode switch, when placed in SSB position, transfers the grounded end of the bias re- 
sistor string to a connection on the accessory socket. This allows avoice control unit relay, al- 
most universally used because of SSB duplex operation, to safely bias the final amplifier tocut- 
off during standby periods by merely ungrounding the bias resistor string. During SSB operation, 
the plate voltage is left on at all times, avoiding excessive switching of primary power that would 
be encountered in duplex operation, 


A tune-operate switch is provided to reduce final amplifier input during tune-up periods, thus 
preventing damage to the tubes due to excessive off-resonance platecurrent, This switchmerely 
connects the tube screens toa low-voltage point on a resistive screen voltage divider, thus limit- 
ing the plate current to a safe off-resonance value, 


Final amplifier grid current is read by switching the meter across the shunt which is left per- 
manently in the grid circuit. This shunt is of such a value as to cause the meter to read 10 
milliamperes full scale. Final amplifier plate current is read by switching the meter across a 
shunt which is left permanently in the final amplifier cathode circuit. This shunt is of such a 
value as to cause the meter to read 500 milliamperes full scale. 


The tank circuit of the final amplifier is pi coupled to the antenna using a 350 mmf variable 
capacitor on the input side, a tapped inductor operating from the band switch, and a large three- 
gang variable capacitor with a total capacitance of 1350 mmf on the output side. The large output 
variable capacitor allows a smooth, continuous antenna loading operation. 


The 6146 tubes are mounted on short spacers just above the chassis top plate; this permits very 
short cathode return paths from plate and grid and, since the grid leads pass directly through 
the chassis from the tube socket connection, serves to effectively isolate the grid circuit from 
the plate circuit, thus increasing stability. The entire final amplifier is enclosed in an “RF 


Page 6 


tight” perforated shield, Perforations are placed in the chassis top plate to create a chimney 
effect causing air to flow up past the tubes for cooling. 


AUDIO 


Two triode stages of resistance coupled speech amplification are combined in a 12AX7 tube, 
giving sufficient gain for a low level crystal or dynamic microphone, In amateur communications, 
it is desirable to sacrifice fidelity in favor of narrow bandwidth and intelligibility, Therefore, 
the audio circuitry in the “Apache” is designed to limit the frequency response to the normal 
voice range of 300-3000 cps. To limit the low frequency response of the speech amplifier, small 
coupling capacitors are used as they present a high reactance at the lower frequencies, The 
higher frequencies over 3000 cps are attenuated by a low pass filter following the clipper stage. 


Another stage of amplification consisting of one-half of a 12AU7 twin-triode follows the speech 
amplifier and the output of this stage is fed to a 6AL5 dual diode functioning as a clipper, The 
6AL5 cathodes are biased positive with voltage obtained from the following stage’s cathode bias 
string. The diode bias is such that when the peak to peak voltage of the audio signal exceeds 
approximately 6 volts, the diodes conduct and prevent further increase in amplitude. The high, 
sharp peaks of the speech waveform which are not necessary for intelligibility but still contribute 
to modulation of the carrier, can be clipped off, thus allowing the lower level components of the 
speech waveform to be increased. The result is a considerable increase in the average level of 
modulation and a more penetrating modulated carrier, 


The audiofrom the clipper stage is fed through a low pass filter that cuts off sharply above 3000 
eps. This serves to remove much of the harmonic content of the clipped waveform, thus reducing 
distortion, in addition to restricting the high frequency response of the amplifier, The other 
half of the 12AU7 is used as another stage of amplification following the low-pass filter. 


Two gain controls are provided in the “Apache” modulator. The audio gain control between the 
first two stages of the speech amplifier operates as a combined gain and clipping control, The 
level control, at the input to the 12BY7 audio driver stage, serves to set the 100% modulation 
level, The gain control can be set to give normal unclipped modulation by merely setting the 
peak input to the clipper just at the threshold of clipping. The level control can then be set to 
give 100% modulation, Thus, by further increasing the gain, the input to the clipper is increased 
and more and more clipping can be introduced without overmodulating the carrier due to the 
limiting action of the clipper. 


The 12BY7 pentode audio driver tube is triode connected to present a low impedance to the mod- 
ulator grids, In class ABg audio, the modulator grids draw current on positive peaks, conse- 
quently the driver stage must deliver some power to the grids. By usinga low impedance power 
source, less impedance variation will result between times of load and no load, as the driver 
swings from positive to negative, The 12BY7 driver feeds the modulator grids through a 2 to 1 
stepdown transformer, thus further lowering the grid impedance. Two 6CA7/EL34 tubes oper- 
ating class ABo constitute the modulator stage. They are capable of approximately 100 watts 
output, but are normally operated at about a 75 watt level, Series resistors in the grid circuit 
prevent the grids from swinging too far positive and thus limit the output below the highest ob- 
tainable, Ameter shunt in the cathode circuit of the modulators allows monitoring of the modu- 
lator plate current, The shunt is of such a value as to cause a full-scale meter reading of 250 
milliamperes, 


The modulationtransformer provides the proper match between the modulator output impedance 
and the load impedance, The transformer is rated at a full 100 watts and a 500 ohm output tap 
is provided for driving external loads. Whenthe transmitter is operatedon CW or SSB, the mode 
switch removes the screen voltage from the modulator tubes and shorts out the secondary of the 
modulation transformer, 
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LOW VOLTAGE POWER SUPPLY 


The low voltage power transformer contains all the filament windings, including the filament 
winding for the high voltage rectifiers. It also has a tapped secondary to supply the bias recti- 
fiers. One separate 6,3 volt winding supplies heater voltage to the accessory socket, The low 
voltage supply, with a 5V4 rectifier and condenser input filter, delivers 350 volts at 175 milli- 
amperes to the low power audio and RF stages, modulator screens, and accessory socket, The 
taps onthe secondary in conjunction with the full wave selenium bias rectifier and condenser input 
filter deliver 150 volts of negative bias voltage at 20 milliamperes. A resistance network on the 
bias supply applies the correct bias to the final amplifier and driver. A half wave selenium 
rectifier on one side of the bias winding plus a variable tapped resistance voltage divider pro- 
vides a separate adjustable modulator bias voltage. 


HIGH VOLTAGE POWER SUPPLY 


The high voltage supply consists of the plate transformer, parallel 5R4GY rectifiers, choke in- 
but filter with two 125 mfdelectrolytic filter capacitors in series. A center tapped bleeder bal- 
ances the series capacitors. 


Ordinarily well designed power supplies using conventional values of paper or oil capacitors, 
have been found to make violent voltage excursions as loads are suddenly applied or removed, 
This is known as the dynamic regulation characteristic. To eliminate these voltage excursions, 
larger capacitors than are practical in the paper or oil type are necessary. The two elec- 
trolytic capacitors in series result in a filter capacity of 62.5 mfdat900volts. This is sufficient 
capacity to assure good dynamic regulation under keying conditions and a fair safety factor on 
voltage breakdown, One meter switch position provides a connection for reading the value of 
plate voltage. The full scale reading is 1000 volts. 


When line voltage is applied to the primary of the plate transformer, a DPDT relay is activated 
which applies screen voltage to the modulators and also activates the accessory contacts for re- 
ceiver muting or other station control, 


All leads leaving the accessory socket or accessory contacts have LC filters. The line cord is 
by-passed with coaxial type feed-through capacitors, Both sides of the AC line are fused in a 
special line plug. 


NOTES ON ASSEMBLY 


Try to provide a work area that will not have to be cleared or disturbed if your work should be 
interrupted, It is much easier to resume construction if everything can remain in its place un- 
til completion of the kit. Provide yourself with good quality tools. The use of improper or in- 
ferior toolsfor assembly of a complex kit such as the “Apache” will cause your workmanship to 
suffer and result in longer assembly time. There is also a great deal of personal satisfaction 
in a neat, professional looking transmitter, resulting from careful assembly and wiring. Basic 
tool requirements consist of a screwdriver with a 1/4" blade; a small screwdriver with a 1/8” 
blade for set screws and adjustments; long-nose pliers, used to form leads and hold parts; wire 
cutters, preferably separate diagonal cutters; a pen knife or, preferably, a tool for stripping 
insulation from wires; a soldering iron or gun and rosin core radio solder. A 1/4" and 5/16" 
nut-driver, while not necessary, will aid extensively in construction of the transmitter. Be sure 
to read the paragraphs on soldering before you start wiring the transmitter. 


UNPACK THE KIT CAREFULLY AND CHECK EACH PART AGAINST THE PARTS LIST. In 
so doing, you will become acquainted with each part. Refer to the charts and other information 
shown on the inside covers of the manual to help you identify any parts about which there may be 
aquestion. If some shortage is found in checking the parts, please notify us promptly and return 
the inspection slip with your letter to us. 
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Resistors and controls generally have a tolerance rating of +20% unless otherwise stated in the 
parts list. Therefore, a 1 K ohm resistor may test anywhere from 800 ohm to 1200 ohm. (The 
letter K is commonly used to designate a multiplier of 1000.) Tolerances on capacitors are 
generally even greater. Limits of +100% and -20% are common for electrolytic capacitors. The 
parts furnished with your Heathkit have been specified so asto notadversely affect the operation 
of the finished instrument. 


Most kit builders find it helpful to separate the 
various parts into convenient catagories, Muffin 
tins or molded egg cartons make convenient trays 
for small parts. Resistors and capacitors may 
be placed in the edge of a piece of corrugated ! eltly 
cardboard until they are needed, Values can be 
written on the cardboard next to each component. 
The illustration shows one method that may be 
used, Read through the entire manual before 


starting construction, In this way you will be- ‘ (Ta: 

come familiar with the techniques employed in GED 3 
the building of your kit. As a further deterrent al ‘ 
to errors, readeach step of the construction and Red 

wiring completely before performing that step. ES Ca 


Do not try to hurry your work or to work for too 

long a period at one time, Both courses will lead 

to carelessness and increased possibility of 

error. The instructions and illustrations have 

been prepared to assist youin every detail during 

construction and use of your transmitter. We urge you to follow them carefully and thus avoid 
improper operation or the possibility of damage to components through errors in construction, 
There is a great satisfaction in having your transmitter work properly the first time you turn it 
on—don’t deny yourself this pleasure through careless work, 


PROPER SOLDERING PROCEDURE 


Only a small percentage of Heathkit purchasers find it necessary to return an instrument for 
factory service. Of these returns, by far the largest proportion of malfunctions are due to poor 
or improper soldering. 


Correct soldering technique is extremely important, Good solder joints are essential if the per- 
formance engineered into the kit is to be fully realized. Ifyouarea beginner with no experience 
in soldering, a half-hour’s practice with odd lengths of wire and a tube socket will be a worth- 
while investment. 


High quality solder of the proper grade is most important. There are several different brands 
of solder on the market, each clearly marked “Rosin Core Radio Solder,” Such solders consist 
of an alloy of tin and lead, usually in the proportion of 50:50, Minor variations exist in the mix- 
ture such ag 40:60, 45:55, etc. with the first figure indicating the tin content, Radio solders are 
formed with one or more tubular holes through the center, These holes are filled with a rosin 
compound which acts as a flux or cleaning agent during the soldering operation, 
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NO SEPARATE FLUX OR PASTE OF ANY KIND SHOULD BE USED. We specifically caution 
against the use of so-called "non-corrosive" pastes. Such compounds, although not corrosive 
at room temperatures, will form residues when heated. The residue is deposited on surround- 
ing surfaces and attracts moisture. The resulting compound is not only corrosive but actually 
destroys the insulation value of non-conductors. Dust and dirt will tend to accumulate on these 
"bridges" and eventually will create erratic or degraded performance of the instrument. 


NOTE: ALL GUARANTEES ARE VOIDED AND WE WILL NOT REPAIR OR SERVICE 
INSTRUMENTS IN WHICH ACID CORE SOLDER OR PASTE FLUXES HAVE BEEN 


USED. WHEN IN DOUBT ABOUT SOLDER, IT IS RECOMMENDED THAT A NEW 
ROLL PLAINLY MARKED "ROSIN CORE RADIO SOLDER" BE PURCHASED. 


If terminals are bright and clean and wires free of wax, frayed insulation andother foreign sub- 
stances, no difficulty will be experienced in soldering. Crimp or otherwise secure the wire (or 
wires) to the terminal, so a good joint is made without relying on solder for physical strength. 
Tomake a good solder joint, the cleantip of the soldering iron should be placed against the joint 
to be soldered so that the terminal is heated sufficiently to melt solder. The solder is then 
placed against both the terminal and the tip of the iron and will immediately flow out over the 
joint. Refer to the sketch below. Use only enough solder to cover wires at the junction; it is 
not necessary to fill the entire hole in the terminal with solder. Excess solder may flow into 
tube socket contacts, ruining the socket, or it may creep into switch contacts and destroy their 
spring action. Position the work so that gravity tends to keep the solder where you want it. 


CRIMP WIRES HEAT CONNECTION APPLY SOLDER ALLOW SOLDER 

TO FLOW 
A poor solder joint will usually be indicated by its appearance, The solder will stand up ina 
blob on top of the connection, with no evidence of flowing out caused by actual “wetting’ of the 
contact, A crystalline or grainy texture on the solder surface, caused by movement of the joint 
before it solidified, is another evidence of a “cold” connection, In either event, reheat the joint 
untilthe solder flows smoothly over the entire junction, cooling to a smooth, bright appearance. 
Photographs below clearly indicate these two characteristics. 


COLD SOLDER JOINT PROPER SOLDER COLD SOLDER JOINT 
CONNECTION INSUFFICIENTLY CONNECTION CONNECTION MOVED 
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Agood, clean, well-tinned soldering ironis also important to obtain consistently perfect connec ~ 
tions. For most wiring, a 60 or 100 watt iron, or the equivalent in a soldering gun, is very sat- 
isfactory, Smaller irons generally will not heat the connections enough to flow the solder smoothly 
over the joint and are recommended only for light work, such as on etched circuit boards, etc. 
Keep the iron tip clean and bright, A pad of steel wool may be used to wipe the tip occasionally 
during use. 


NOTES ON WIRING 


Read the notes on soldering and wiring on the inside rear cover. Crimp all leads tightly to the 
terminal before soldering, Be sure both the lead and terminal are free of wax, corrosion or 
other foreign substances. Use only the best rosin core solder, preferably a type containing the 
new activated fluxes such as Kester “Resin- Five,” Ersin “Multicore” or similar types. 


Unless otherwise indicated, all wire used is insulated. Wherever there is a possibility of the 
bare leads on resistors and capacitors shorting to other parts or to chassis, the leads should be 
covered with insulated sleeving, This is indicated in the instructions by the phrase “use sleev- 
ing.” Bare wire is used where the lead lengths are short and the possibility of short circuits 
are minimized. 


Leads on resistors, capacitors and transformers are generally much longer than they need to be 
to make the indicated connections. In these cases, the excess leads should be cut off before the 
part is added to the chassis, Ingeneral, the leads should be just long enough to reach their ter- 
minating points. Not only does this make the wiring much neater but in many instances, the ex- 
cessively long leads will actually interfere with proper operation of the instrument. 


The pictorials indicate the actual chassis wiring and designate values of component parts. We 
very strongly urge that the chassis layout, lead placement, and grounding connections be followed 
exactly as shown, While the arrangement shown is probably not the only satisfactory layout, it 
is the result of considerable experimentation and trial. A common factor of radio frequency 
equipment is the critical placement of leads and components, The use of extensive shielding and 
compartmenting in the “Apache” has eliminated a great deal of this. However, the lead dress 
shown in the pictorials should be followed carefully to insure the most stable, accurate, and de- 
pendable operation of the transmitter, 


Space has been provided for you to check off each operation as it is completed, This is partic- 
ularly important in wiring and it may prevent omissions or errors, especially where your work 
is interrupted frequently as the wiring progresses. Some kit builders have also found it helpful 
to mark each lead in colored pencil on the pictorial as it is added. 


The abbreviation “NS” indicates that the connection should not be soldered as-yet, for other wires 
will be added, When the last wire is installed, the terminal should be soldered and the abbrevi- 
ation “S” is used to indicate this, Note that a number appears after each solder (S) instruction. 
This number indicates the number of leads connected to the terminal in question, For example, 
if the instructions read, “Connect a 47 K ohm resistor from socket E1 (8-2) to E6 (S-2),” it will 
be understood that there will be two leads connected to the terminals atthe time it is soldered. 
This additional check will help avoid errors. 


We suggest you do the following before any work is started: 

1, Attach the large fold-in pictorials to the wall above your work bench. 

2, Go through the entire assembly and wiring instructions, This is an excellent time to read 
the entire instruction section through and familiarize yourself with the procedure, 

3, Lay out all parts so that they are readily available. Refer to the general information inside 
the front and back covers of this manual to help you identify components. 
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STEP-BY-STEP ASSEMBLY 


Due to the complexity and compactness of the TX-1, the construction has been subdivided into 
several stages arranged in a logical order. The transformers are mounted fairly early in con- 
struction to permit all below-chassis wiring to be completed in one stage. After the transfor- 
mers are mounted, the transmitter need only be turned completely over once, thus keeping the 
handling of the rather heavy chassis to a minimum. The transformers also serve to hold the 
chassis solidly in a convenient working position, Due to the weight of the transmitter, it is sug- 
gesteda rag or some soft material be placed over the workbench or table to prevent marring or 
scratching the working area surface or transmitter components, 


Sometimes the builder may find a place where it is difficult to hold anutfor assembly, Aplastic 
“nut-starter” tool is provided in the kit to aid the builder in this situation, A 3/16" nut may be 
pressed into one end of the tool and a 1/4" nut may be held in the other end, See the instruction 
slip on how to use this tool, 


VFO STEP-BY-STEP 


Considerable emphasis is placed on component orientation and lead length in the VFO step-by- 
step instructions, It is important that these instructions be followed carefully to insure reliable, 
low-drift operation of the VFO, Allcomponents shouldbe mounted securely and all solder joints 
should be solid, 


( ) Referring to Pictorial 1, locate the VFO sub-chagsis and orient as shown, open side up and 
the top (side with five large holes) away from you, 


VEO 
END PLATE 


Lee 


PICTORIAL 1 
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( mount a 7-pin miniature ceramic shield socket in the hole at location vi and orient the pins 
as shown, pin 7 toward the flange. Place a small solder lug on the mounting Bcrew away 
from the flange and position as shown. Use #3-48 x 1/4" pan head machine screws with 


ckwashers under the nuts, 
( ). Mount a phono jack on the inside of the sub-chassis inthe hole at lecation D directly beneath 
the tube socket. Orient the jack so the center pin connection (lug #1) is nearest the tube 
socket. Use #6-32 x 1/4" RHMS with lockwashers under the nuts, 


( y Locate the VFO sub-chassis end plate, Mount a .001 mf feed-through capacitor in each of 
the three larger in-line holes A, B, and C. Mount with the nuts on the side away from the 
flange with the hooked lugs oriented as shown. 


( ) Mount a #6 solder lug with #6-32 x 1/4" hardware in the small hole on the end plate, as 
shown, with the lug on the flanged side and pointing towardthe flange. Bend lugfor clearance. 
Set end plate aside temporarily. 

“NOTE: Looking at the bottom of any tube socket, 
pin 1 is at the clockwise side of the gap (on min- 
iature sockets) or the key (on octal sockets) and, 
moving clockwise, the pins are numbered in as- 
cending order, 


( 4 Referring to Figure 1, cut one leadofa 22K 
ohm (red-red-orange) 1/2 watt resistor to 
1/2" and connect to V1-1 (NS). Leave the 
other end free. 


(~}Pass one end of a short length of #20 bare 
wire through V1-3 (NS) and then connect to 
V1-2(NS). Connect the other endto the small 
solder lug on the tube socket mounting screw 

ee Now solder V1-3 (S1). 

( Connect a 510 mmf (green-brown-brown) 
mica capacitor from V1-7(NS) to the small 


solder lug ($2) on the socket. Route capac- 
itor around socket and position against the Figure 1 


Pe ses 

(“J Connect a 510 mmf (green-brown-brown) mica capacitor from V1-1 (NS) to V1-7 (NS). 
Position capacitor against chassis, as shown, checking to make sure the bare leads do not 
touch the socket mounting screw or the end plate sheet metal screw. 


( rae both leads of a 75 mmf N750 capacitor to 3/4" and connect from Vi-1 (NS) to V1-2 
(82). Use only about 1/4" of the leads for the connections and leave the capacitor supported 
on 1/2" leads directly away from the tube socket as shown, Leave room for the near cover 
plate sheet metal screw. 


( ee one end of.a'4" length of #20 bare wire to V1-1 ($4). Leave the other end free tem-~ 
porarily, 

( uy Now assemble the end plate to the VFO sub-chassis with four #6 sheet metal screws. The 
end plate fits on the tube socket end of. the sub-chassis with the flanged edge between and 
flugh with the flanges on the sub-chassis. 

{ ,)-énnect the free end of the 22 K ohm resistor from V1-1 to feed-through capacitor A (81). 


Trim off excess wire. 
( agéing orange hookup wire, connect V1-4 (S1) to feed-through capacitor B (81). 
( Connect one end of a5" length and one end of a 2 1/2" length of #20 bare wire to terminal 
D-2 of the phono jack (82). Leave the other ends free temporarily. 
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N) Connect a #20 bare wire from terminal D-1 (81) of the phono jack to V1-6 (81). 


(Using orange hookup wire, connect the inside lug of feed-through capacitor C ($1) to V1-6 
(81). 


(4) Connect a 1.1 mh RFC from V1-7 (83) to the solder lug on the sub-chasais end plate (81). 


Recheck the previous steps making sure no short circuits, wiring errors, or cold solder joints 
exist, 4 


( Locate the three small 15 mmf midget variable capacitors. On one capacitor connect a 75 
mmfNPO disc capacitor between the stator solder lug 1 onthe ceramic end of the capacitor 
(s)) and the rotor solder lug 2 (NS). See Figure 2B. 


(4 tn a similar manner, ona second 15 mmf midget vari- 
able capacitor, connect a 56 mmf NPO dise capacitor 
between the stator lug 1 (S1) and the rotor lug 2 (NS). 
See Figure 2A. 


(y Again, in a similar manner, connect a 24 mmf NPO 
disc capacitor between the stator lug 1(S1) andthe rotor 
lug 2 (NS) onthe remaining 15 mmf midget variable ca- 
pacitor, See Figure 2A. 


(Keeping leads short, on the 15 mmf variable capacitor 
with the 56 mmf capacitor previously installed, connect 
a 4.7 mmf N750 capacitor between the projecting end of 
the stator bar 3 (S1) and the rotor lug 2 (NS). See Figure 
2A, Use care in soldering to the stator bar to prevent 
solder from running into the capacitor plates. 


(tn the same manner, on the 15 mmf variable capacitor 
with the 24 mmf capacitor previously installed, connect 
a 4.7 mmf N750 capacitor between the projecting end of 
the stator bar 3 (51) and the rotor lug2(NS), See Figure 
Eyy 


vA On the remaining 15 mmf variable capacitor, the one 
with the 75 mmf capacitor previously installed, connect 
a 4.7 mmf N750 capacitor between the projecting end of 
the stator bar 3 (S1} and the rotor lug 2 (NS). Notice 
that about 1/4 extra lead length is used on this N750 
capacitor compared to the two just mounted. See Figure 
2B. Figure 2B 


( eee back to Pictorial 1, mount the 15 mmf variable, 75 mmf NPO disc, and 4.7 mmf 
N750 capacitor combination in the 7/32" hole at location E on the sub-chassis top. Orient 
the variable capacitor as shown in Pictorial 1, stator bars down. 


A Mount the 15 mmf variable, 56 mmf NPO disc, and 4.7 mmf N750 capacitor combination in 
the 7/32" hole at location F on the sub-chassis top, Orient the capacitor as shown, stator 
bars to the right. 


{ Mount the remaining 15 mmf variable, 24 mmf NPO disc, and 4.7mmf N750 capacitor in the 


7/32" hole at location G referring, as in the above steps, to Pictorial 1. Orient the capac- 
itor as shown, stator bars to the left. 
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( ) Referring to Figure 8, connect the 5" #20 bare wi. 
ire from lug D-2 of the phono jack to the 
rotor lug G2 (S3) to the rotor lug F2 (S3) to the rotor lug £2 (83). Due to the ee space, 


a solid “tacking” type of solder connection is su ited. 
cat woun te neiee: ggested. Route wire to clear the adjacent 


Figure 3 


(A Connect one end of a 3" length of #20 bare wire to the stator bar F4 (81). Leave the other 
end free temporarily. 


( ee the roll of insulating tape and cut several pieces each 1 3/4" in length. 


( J Referring to Pictorial 2, place the insulating tapes on the feed-through capacitor end of the 
sub-chassis on the inside as shown. Position one end of the first piece just under the feed- 
through capacitors with the edge along the flange end of the sub-chasais closed side. Press 
firmly in place. Place the other pieces of tape in place so as to cover the approximate 
13/4" x 13/4" area shown. 


( }Mount the differential variable capacitor in the hole at location H in the closed side of the 
sub-chassis, as shown, Position the capacitor so that the rotor solder lug faces into the 
center of the sub-chassis compartment, Before mounting, bend down the stator solder 
lugs on the side of the capacitor that is adjacent to the tube and phono sockets so they lay 
along the stator bars, Use a 3/8" lockwasher on the inside of the chassis and a 3/8" nut on 


we outside, See Pictorial 1. 
( Connect the remaining short bare #20 wire from lug D-2 of the phono jack to lug.1 of the 
differential variable capacitor (S1), 


( ) Mount a 40 meter VFO coil in the large hole next to the phono jack on the sub-chassis top, 
This is one of the large slug-tuned single layer wound coils marked 40-116, Make sure the 
locating lug is inserted in the locating slot next to the large hole. Note that this coil will 
now be designated 40-116A, 


{ Se oeieiae manner, mount the remaining 40 meter VFO coil in the large hole near the left 
as of the sub-chassis top as shown, Designate this coil 40-116 B, 
( 


Again, ina similar manner, mount the 160 meter VFO coil in the large hole near the flanged 


edge of the sub-chassis top. This is the large slug-tuned coil with the three section wind- 
ing marked 40-115, 
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( ¥ Locate the VFO band switch. This isthe small rotary switch with contact lugs on both sides 
of its single deck and marked 63-154. Orient the switch so the terminal arrangement is the 
same as in Pictorial 1. Noticethat, starting with the lug marked in the Pictorial as B1, the 
lugs are numbered in ascending numerical order in a clockwise direction, the lugs on the 
back of the deck being prefixed with a B and those on the front with an A. 


Leave the other end free temporarily. 


( Referring to Pictorial 1, mount the switch inside the sub-chassis in the 3/8" hole on the 
bottom of the sub-chassis. Orient the switch as shown with B1 and A12 toward the sub- 
chassis top and the locating lug in its matinghole. Use a 3/8" lockwasher on the inside 

wd. a 3/8" nut on the outside. Do not tighten mounting nut securely at this time. 
f 


OYE: Make the following connections “point-to-point” as much as possible, as shown in 
Picforial 2. 


( 7) Connect a #20 bare wire from lug 2 of the differential variable capacitor (S1) through Bl 
(NS) to B4 (S1). Make sure the wire does not touch B3. Now solder B1 (S1). 


INSULATING 


PICTORIAL 2 
/ 
( pr a #20 bare wire from lug 3 of the differential variable capacitor (S1) to B6 (S1). 
(4 Connect a #20 bare wire from lug 2 of coil 40-116A (S1) through A 11(NS)to A9 (S1). Make 
de. the bare wire does not touch A 10. Now solder A 11 (S1). 
(Yc 
/(S1). 


a Connect the bare wire from lug A12 to lug 2 of coil 40-115 (81). 
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onnect the bare wire from the stator bar F4 to lug 1 of coil 40-116A (S1) and then to B3 | 


oF 


bw tne 


( “J Connect the bare wire from V1-1 to lug A8 ($1). 


( Eonnect a #20 bare wire from stator bar G4 (81) to lug 1 of coil 40-115 (S1) and then to BS 
t} 


( Connect a #20 bare wire from lug 2 of the coil 40-116B (S81) to A10 (81). 


( y Connect a #20bare wirefrom stator bar E4 (S1) to lug 1 of the coil 40-116B (81), then to B7 
(81). 


This completes the assembly and wiring of the VFO sub-chassis, Now recheck your work to 
this point, Dress all wires to conform with the pictorials and check for short circuits, wiring 
errors, and poor solder joints, 


(| )6cate the VFO sub-chassis cover plate and temporarily secure in place with three or four 
#6 sheet metal screws for protective purposes, Set the completed VFO aside temporarily, 


TOP PLATE ASSEMBLY & PRE-WIRING 


( Toate the chassis base top plate and orient as shown in Pictorial 3. The view is of the 
bottom side of the plate, 


( ¥ Mount a 9 pin miniature ceramic tube socket and tube 
shield base at location V2. See Figure 4 for mounting 
details, Orient the pins as shown, Use #3-48 x 1/4" 
PHMS with lockwashers under the nuts, 


( In the same manner, mount a 9 pin miniature ceramic 
tube socket at location V3, Orientation and mounting 


i “sortom oF 
details are the same as in the preceding step, t es TOM Ore 


( Wf Mount the crystal socket at location BF. Use the #4-40 
x 1/2" RHMS and the small #4-40 nut, No lockwasher 
is used under the nut. 


uy Dua 
( ount a 4 lug, #2 ground, terminal strip at location BG NS oA 
apd orient as shown, Use #6-32 x 1/4" hardware. #3 WASHER 
(Wf Mount a 7 pin miniature socket at location V4, Orient =F 34a nur 
pjas as shown anduse #3-48 x 1/4" PHMS and nuts with 
Figure 4 
fockwashers, 


(%) Mount a 9 pin miniature tube shield socket at location V7, Orient pins as shown and use 
#3-48 x 1/4" PHMS with lockwashers under the nuts, Under the nut and lockwasher of both 
mounting screws, place a small solder lug and bend to the positions shown, 


( VW ‘count a 9 pin miniature tube socket at location V8, Orient pins as shown and use #3-48 x 
/4" PHMS with lockwashers under the nuts, 


(./) Inthe same manner as in the preceding step, mount a 9 pin miniature tube socket at location 
iV! 
( i Mount a 7 pin miniature tube socket at location V10, Orient pins as shown and use #3-48 x 
j/4 " PHMS with lockwashers under the nuts. 


(Mount a ceramic octal saddle socket at location V12, Orient keyway as shown and use #6-32 
x 1/4" RHMS and use lockwashers under the nuts. 
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( Mount a ceramic octal saddle socket at location V11, Orient keyway as shown and use #6-32 
x 1/4" RHMS. Use lockwashers under the nuts, 


(\Y Place a #6-32 x 3/8" RHMS through dimpled hole DE from the top side of the plate, Place 
a lockwasher and nut on the screw from the bottom side and tighten securely, 


( }-A@ in the preceding step, mount a #6-32 x 3/8" RHMS in dimpled hole DC, 
( 146 above, mount a third #6-32 x 3/8" RHMS in dimpled hole DD, 
( \)- Mount a selenium rectifier at location Ef and at location EG. Orient as shown with the two 


negative lugs together. Secure with #6 nuts and lockwashers. 


(3 ‘Mount a ceramic octal saddle socket at location V14. Orient the keyway as shown and use 
#6-32 x 1/4" RHMS with lockwashers under the nuts. Mount a one lug (no ground) terminal 
strip under the lockwasher and nut nearest EF and orient as shown. Designate this strip 


as EE, 
{ ee a ceramic octal saddle socket at location V15. Orient the keyway as shown and use 
#6>32 x 1/4" RHMS with lockwashers under the nuts, 


va 
{ iN) Mount a ceramic octal saddle socket at location V16 as inthe preceding step, observing keyway 


jentation, 
( Te 3/8" rubber grommets in holes BA, BC, and DF. 


( ¥) Insert 3/4" rubber grommets in holes EA, EB, EC, ED, DA, and DB, 


( Vinsert a 5/16" rubber grommet in hole CA. 


ee | @ KEYWAY <> | 
WAFER 2 


SOCKET 


| << keevnay 


‘96 FIBER —— 


WASHER 


SPACER 


© A A #0 SOLOER LUG 


=o ; oo so ae soome 


%E THREE LuG 
Figure 5 ] beh ponite CENTER GROWNO. 


=A 
at pay won 8 
i 


NO GROUND 


Oy Mount a ceramic octal wafer socket on the top side of the chassis top plate at location V5, 
using 3/8" #6 spacers and #6-32 x 1" RHMS, through holes CK and CJ. Place a #6 fiber 
washer on the screw at the socket end of each spacer, then place a #6 solder lug on the 
screw at the chassis end of each spacer. See Figure 5 for mounting details. Orient socket 
so keyway faces toward V4. Under the #6 mounting nut at CK onthe bottom side of the plate, 
place a 2 lug (one ground) terminal strip and orient as shown. Use a lockwasher. Place a 
3 lug (center ground) terminal strip under the lockwasher and nut of the mounting screw at 
CJ and position as shown. 


(\)-M a similar manner, mount a ceramic octal wafer socket on the top side of the chassis top 
plate at location V6 but orient with the keyway away from V4, At mounting screw CI on the 
bottom side of the top plate mount a 2 lug (no ground) terminal strip and orient as shown 
Under the nut at CH, place a #6 solder lug and position as shown. No lockwasher is neces- 
sary with these lugs due to the lockwasher feature of the solder lug. 
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(\¥% Mount a standoff insulator at location CB. Mount the insulator on the top side of the chassis 


top plate. Place a 4 lug (no ground) terminal strip and a #6 lockwasher under the head of 
the bottom mounting screw. Orient the terminal strip as shown and tighten securely. Refer 


to Figure 6. 
(4 Locate the control and tube mounting bracket shown ; 
mounted at holes CE and CD, This is the bracket with 


a flange on one edge only and with two 7 pin socket | 


we two control mounting holes. a 
( 4 Mount a 7 pin miniature tube socket in locations V17 and pees 
V18 on the bracket. Use #3-48 x 1/4" PHMS and place 

lockwashers under the nuts. The sockets mount with 


poarrasnsinr2s) 
the pin connections on the flanged side. Observe that ‘¢8) adele 
in Figure 8. ; oe ' 
: : : : N R 
( ount a 5 K screwdriver adjust potentiometer in hole otis 


TERMINAL 


CR nearest the tube sockets. Useacontrol lockwasher. STRIP 


Mount the control with the three lugs on the side of the 
bracket opposite the tube pin connections, and orient 
the control as shown, 


( Mount a .5 megohm screwdriver adjust potentiometer E 
in hole CQ as in the preceding step. 


(VY Mount the assembled bracket with #6-32 x 1/4" RHMS in holes CE and CD. The flange faces 
toward the near edge of the plate. Use lockwashers under the nuts. 


( VF Referring to Figure 7, connect one.end of a short piece of #16 bare wire to V6-7 (NS) through 
ye (NS) tothe solder lug at CH adjacent to V6-1(NS). Now solder V6-7 (S1) and V6-8 (S1). 
( 


Connect a .005 mf disc capacitor between V6-1 (NS) and the near solder lug. 


Xe @ 


a 


G 
ciU 


CERAMIC WAFERS ARE @ <« 
SHOWN TRANSPARENT Weve oe 6 6 6 6.6 6 6 6 6 ® 
AND FROM ABOVE. @©e2e2eeeedeeeee @ t 
DRESS LEADS AND COMPONENTS 
UNDER SOCKETS. 

Figure 7 


(Vy Connect a ,005 mf disc capacitor between V6-2 (NS) and the solder lug (83). Position as 
shown, ° 


( Connect a 1300 mmf disc capacitor between V6-3 (NS) and the solder lug under the spacer 
at C1 (S1). 


(Connect one end of a short piece of #16 bare wire to V5-7 (NS) through V5-8 (NS) to the 
solder lug at CK adjacent to V5-1 (NS). Now solder V5-7 (S1) and V5-8 (81). 


(Connect a .005 mfd dise capacitor between V5-1 (NS) and the near solder lug. 


( omnect a .005 mf disc capacitor between V5-2 (NS) and the solder lug (S3). Position as 
shown. 


(WConnect a 1300 mmf dise capacitor between V5-3 (NS) and the solder lug under the spacer 
at CJ (S1), 


NOTE: Two sizes of hookup wire are utilized in the construction of this kit. Where #18 hookup 
wire is specified, use the heavy red insulated wire. #22 hookup wire is used elsewhere. 


() Using heavy red insulated #18 hookup wire, connect V5-2 (S2) and V6-2 (NS), Run lead under 
the socket directly between the two pin connections. 


( Using orange hookup wire, connect V6-3 ($2) and V5-3 (NS), Run lead under the sockets 
directly between the two pin connections. 


( }-¥sliig heavy redinsulated #18 hookup wire, connect V6-1 ($2) to V5-1 (NS). Run lead under 
the sockets directly between the two pin connections. 


( 4Insert one end of a 6" length of heavy red insulated #18 hookup wire through hole CL from 
the bottom side of the chassis top plate and connect to V6-2 (S3). Connect the other end to 
v4-4 (NS). 

/ 


( Y Insert one endofa 4 1/2" length of blue hookup wire through CO from the bottom side of the 
chassis top plate and connect to V5-3 (83). Place a length of insulated sleeving on the wire at 
the point where the wire passes through the chassis. Leave the other end free temporarily. 


( Connect a short piece of heavy red insulated #18 hookup wire through hole CP to V5-1 (S3). 
Connect the other end to terminal strip CK-1 (NS), 


Yo 

( Connect a short length of heavy red insulated #18 hookup wire through hole CN to V6-5 (81). 
Connect the other end to lug 1 of terminal strip CI (NS), Make connection,as direct as pos- 
sible. 


i ecances short length of heavy red insulated #18 hookup wire through hole CM to V5-5 (S1). 


Connect the other end to lug 1 of terminal strip CI (NS). Dress lead so it is self-supported 
about 1/2" off the chassis. 
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( eferring to Figure 8 and using orange hook- 
up wire, connect a wire between V17-1 (81) 
and V¥18-7 (81), 


( Connect one end of a 6 1/2" length of orange 
hookup wire to V18-5 (81). Leave the other 
end free temporarily. 


( Using orange hookup wire, connect V17-4 
(S1) to the solder lug CH (NS). 


This completes assembly and pre-wiring of the 
chassis top plate. Check over your work for 
errors or short circuits. When checking, pay 
particular attention to the wiring under the two 
wafer sockets. Setthis assembly aside tempor- 
artly. 


SUB-CHASSIS ASSEMBLY AND CABLE 
HARNESS INSTALLATION 


(71 Locate the large, welded sub-chassis frame 
and position as shown in Figure 9, The top 


of the sub-chassis is the side with the holes in the flanges and the front is that side with no 
flange on the top. Position, bottom side up, with the rear side near you, 


ORK FROM HERE 
IRCHASSIS PICTORIALS 


ARE BIASED ON THIS POSITION 
EXCEPT PICTORIALS SAND? 
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c ady the sub-chassis to become familiar with the hole pattern in the various compartments. 


Each compartment will be treated in a separate pictorial during step-by-step assembly in 
order to provide several clear pictorials rather than one complex one. 


( \) Réfer to Pictorial 4 for the following steps. This compartment will contain most of the trans- 


mitter power supply wiring. 
ae the mica octal socket at location JA on the rear of the chassis, and position as shown 
with the keyway nearest the top of the chassis. Use #6-32 x 1/4" RHMS with lockwashers 
under the nuts. Mount a 5 lug (center ground) terminal strip under the nut and lockwasher 
of the mounting screw nearest the chassis bottom flange and a 4 lug (one ground) strip sim- 
_ilarly on the mounting screw nearest the chassis top flange. Position these terminal strips 
on slight angles, as shown, and note their designations, JA; and JAp. 


( Locate the two .01 mfd feed-through capacitors. Mount one .01 mfd feed-through capacitor 
at location JB with the capacitor mounting flange on the inside of the chassis. 


Use #6-32 
x 1/4" RHMS with lockwashers under the nuts. See Figure 10. 
FINAL AMPLIFIER aXCITER MODULATOR 
& COMPARTMT. fo ©: COMPARTAT. = COMPARTMT. 
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a Pictorial 4 
(\) Mount the second .01 mfd feed-through capacitor at location JD, as in the preceding step. 
Under the nut and lockwasher near the chassis bottom flange mount a 4 lug (no ground) ter- 


minal strip. Ina similar manner, mount a special 4 lug terminal strip (one ground) under 
the mounting hardware near the chassis top flange. Position the terminal strips as shown 


and note their designations, JDt and JDp. See Figure 10. The s ecial terminal strip can 
be identified by its wider terminal spacing and raised mounting foot. 

(\ Refer to Figure 10 for the next four steps. Mount a 2 lug (no ground) terminal strip on the 
outside of the chassis at location JC. Position as shown and use #6-32 x 1/4" RHMS with a 
lockwasher under the nut. 


Aiea the outside chassis lead from feed-through capacitor JB to terminal strip JC-1 (NS). 
Make connection short; use care to keep bare wire away from the capacitor case. 


( |) Connect the outside chassis lead from feed-through capacitor JD to JC-2 (NS). Observe pre- 
caution given in preceding step. 
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( Toast mount .the line cord terminal cover on the outside of the chassis over the ex- 


posed capacitor and terminal strip connections. The open side of the cover faces toward 
the bottom of the chassis. Use #6-32 x 1/4" RHMS with lockwashers through holes JE in 
the sub-chassis. Mounting the cover temporarily at this time will protect the exposed line 
terminals from damage during assembly, Insert a 3/8" rubber grommet in the hole on the 


side of the cover. 

( J Connect the inside chassis lead from feed- : } LiNe ono TERMNAL 
through capacitor JB to terminal strip Xn \ ee eee 
JDp-1 (NS). Val 


(yy-EConnect the inside chassis lead from feed- 


( vj Mount the 2 lug screw terminal board at 


( 


( 


( 


( 


( 
( 


through capacitor JD to JDp-3 (NS). 


BOTTOM OF CHASSIS 


location JG. The board mounts on the out- 
side of the chassis with the solder lugs to- 
ward the bottom of the chassis. Use #6-32 
x 1/4" RHMS with lockwashers. Bend the 
solder lugs down as shown so they extend 
into the chassis compartment no farther than 
the terminal screws, , 


ount a 4 lug (one ground) terminal strip at 


location JM. Use #6-32 x 1/4" RHMS with Bigure.1) woulfon“y 
a lockwasher, and position as shown. mt Sw y Ne 
FERRE sen IDS .. 


Referring to Pictorial 4, mount the 30 K ohm center-tapped 50 watt bleeder resistor at lo- 
cation JL. Place the long #10-24 bolt through the #10 fibre washer, through the resistor, 
then place in chassis hole and secure with a #10 lockwasher and nut. Place the wing nut 
and washers on the outside of the chassis to serve as the transmitter ground connection. 
Position the resistor, as shown, with the solder lugs toward the chassis bottom. 


Mount the DPDT relay at location JN. Use a #6-32 x 3/8" RHMS with a lockwasher under 
the head. The screw is inserted from the outside of the rear of the chassis. Position the 
slay with the locating lug inserted in the locating lughole adjacent to JN. 
Mount a 3 lug (one ground) terminal strip at location JO. Use #6-32 x 1/4'' RHMS with a 
washer, under the nut, and position as shown. 


> cat a 2 lug (no ground) terminal strip at location JP as in the preceding step. 
() 


unt a special 5 lug (one ground) terminal strip at location JS. Use #6-32 x 1/4" RHMS 
with a lockwasher under the nut. Mount a 2 lug( no ground)terminal strip under the head of 
the screw on the opposite side of the sub-chassis member. Position the special 5 lug strip 
as shown and position the 2 lug at right angles to it as shown in Pictorials 4 and 7. The spec- 
ial terminal strip can be identified by its wider terminal spacing and raised mounting foot. 


Rotate the special strip slightly, away from the horizontal position shown, so as to clear the 


coaxial shield to be installed at JR. 
( we coaxial connector shields at location JQ and JR. Use #3-48 PHMS with lockwashers 


under the nuts. Install the shields only (no connectors) and mount, as shown, on the power 


i compartment side of the partition. 
( 


Locate the filter capacitor mounting bracket. This is the piece with three large holes in it 
and flanges on the two ends. Refer to Figure 11. On the notched end, mount a metal capac- 
itor mounting wafer. On the two remaining holes, mount insulated capacitor mounting wafers. 
The wafers are all mounted on the side away from the flanges with #6-32 x 1/4" RHMS and 
lockwashers. Place a special 3 lug (no ground) terminal strip under the mounting nut and 
lockwasher at location JW on the end insulating wafer and position as shown. The special 
terminal strip can be identified by its wider terminal spacing and raised mounting foot. 
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( s shown in Pictorial 4, mount the assem- 
bled filter capacitor mounting bracket in the 
power supply compartment, as shown, at 
hole locations JT and JU. Mount with the 
metal wafer near the rear of the sub-chassis 
and the flanged side toward the bleeder re- 
sistor. Use #6-32 x 1/4" RHMS with lock 
washers and tighten securely. 

NOTE: Solder the following connections care- 

fully to avoid melting the center conductor in- 

sulation. 

(vy Cut a piece of coaxial cable to a length of 
7 3/4", As shown in Figure 12A, strip the 
outer jacket from one end for a distance of 
1 1/2", then, pushing back the shield, strip 
and tin 1/4" of the inner conductor. Strip 
the outer jacket off the other end of the cable 
for a distance of 3 3/4", Cut the shield off Figure 11 
on this end at a point 1 1/4" from the outer 
jacket, then strip and tin 1/4" of the inner 
conductor, 


INSULATED CAPACITOR 
MOUNTING WAFER 

#8 6-328174" RUS 
_® 


Figure 12A 


RG-58 A/u 


Figure 12B 


( nstall a coaxial receptacle with one #3-48 x 1/4" PHMS temporarily at location JH. Fill 
the center lug of the connector with solder. Slip a coaxial connector shield, neck first, over 
the inner conductor of the end stripped to 1 1/2" so the neck slides under the shield. Now 
solder the inner conductor to the center lug of the connector. Now remove the temporary 
mounting screw and complete mounting of the connector and shield. Then, solder the braid to 
the shield neck. Take care not to overheat the shield and cause the inner conductor insula- 
tion to melt away. 


( Slip the inner conductor of the other end of the coaxial cable through the coaxial shield pre- 
wee installed at JQ. Slip the coaxial cable shield over the neck of shield JQ and solder. 
( 


Prepare a second coaxial cable 8 1/2" long. As shown in Figure 12B, strip the outer jacket 
from one end for a distance of 1 1/2", then, pushing back the shield, strip and tin 1/4" of 
the inner conductor. Strip the outer jacket off the other end of the cable for a distance of 
4 1/2". Cut the shield off on this end at a point 1 1/4"from the outer jacket, then strip and. 
tin 1/4" of the inner conductor. Install this cable as in the two preceding steps from coaxial 
connector JJ, through coaxial shield JR. 
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( Now tape the two coaxial cables together, as shown in the pictorial, using the insulating tape 
supplied. 


ede to Pictorial 5 for the following steps. This compartment will contain most of the 
speech amplifier and modulator stage wiring. 


alee 4uo109 
mS) 


Pictorial 5 


( | Locate the speech amplifier component strip package. This is the terminal board with sev- 
eral resistors and capacitors mounted and soldered with pre-cut connecting leads. Mount 
the board at the location shown, using #6-32 x 3/4" RHMS through holes HA. After insert- 
ing the screws from the outside of the chassis side, slip a 3/8" spacer over each screw, 
then place the board on the screws with the end marked with.red dot toward the rear of the 
chassis. Secure the unmarked end of the strip with a solder lug under a nut and the other 
one with a lockwasher and nut. Position on the solder lug as shown. 


(Su Mount solder lugs at the two locations HB and HK. Use #6-32 x 1/4" RHMS. Position solder 
lugs as shown. 


( \) Mount a 7 pin miniature socket at location V19. Orient pins as shown, with gap toward the 
front of the chassis. Use #3-48 x 1/4" PHMS with lockwashers under the nuts. Place a 
small solder lug under the head of the mounting screw nearest the chassis rear (lug will be 
on same side of the partition as the tube pin holes) and bend up as shown. 


( Mount a .5 megohm screwdriver-adjust potentiometer at location HJ. Use a control solder 
lug and position control and lug as shown, with the lug near control lug 1. Tighten the 3/8- 
32 nut securely. 


( /) Refer to Pictorial 6 for the following steps. This compartment will contain the wiring for 
the exciter stages. 
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eat a 5 lug (one ground) terminal strip at location FC and a 2 lug (one ground) terminal 
strip at location FB. Insert #6-32 x 1/4" RHMS through the mounting holes from the opposite 
side of the partition and position both strips as shown. Use lockwashers unde?y the nuts. 


NOTE: Of the shaft bushings supplied, some havea 3/8" thread length and the rest a 9/16" thread 
length. The inside diameter of both bushing types may be 17/64" or 1/4". The 17/64" diameter 
will be a loose fit on any of the shaft extensions provided while the 1/4" diameter will be fairly 
snug. It is suggested that these four bushing types be identified and separated. Check the parts 
list for the quantity of each. 


(  Atstall a 1/4" ID x 3/8" long brass shaft bushing at location FE. Insert bushing through hole 
from the front side of the partition. Use a 3/8" lockwasher and nut. Donot tighten securely 
atthis time. 


( Mount a feed-through insulator at location FK with the longér section in the exciter com- 
partment, Place a solder lug between the two nuts at each end of the insulator. Note that 
the fiber washers are placed between the insulator and chassis on both sides. Tighten nuts 


firmly. 
ae a 3/8" rubber grommet at location FF. 


exciran / 
OMPARTMENT 


Pictorial 6 Page 27 


Pictorial 7 
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( )Mocate the Xtal-VFO switch, This is the small ceramic rotary switch with a total of five 
solder lugs and marked 63-151. Locate the switch shaft support bracket, which is the small 
metal piece with one flanged end and three holes in it, one on the flange. Also locate the 
switch drive shaft and a 1/4" ID by 9/16" long shaft bushing. The shaft is the only shaft 
with a right angle bend at one end, Refer to Pictorials 6 & 7. 


(\) Mount the support bracket on the flanged side of the chassis partition with a #6-32 x 1/4" 
RHMS through the small mating mounting holes at FH. Slip the grooved end of the shaft 
through the bracket flange hole and through the hole in the inner front chassis piece. 


( Mount the shaft bushing in the mating hole in the chassis front, first placing a 3/8" lock- 
washer over the bushing, and inserting from the rear side. Now insert shaft on through 
bushing, align shaft, andtemporarily secure bushing with a 3/8" nut, Placean “E” retaining 
ring in the groove on each side of the bushing, 


( Now place a 3/8" lockwasher over the switch bushing and mount the switch from the exciter 

compartment side of the partition through hole FG and through the mating hole in the bracket. 
Ciew switch so the locating lug enters the locating hole. Secure switch with a 3/8" nut, 
() 


Now locate the Xtal-VFO switch drive plate, which is the small two pronged plate withat- 
tached bushing. Start a #8-32 x 1/4" Allen head set screw in the bushing. Slip the drive 
Plate over the switch shaft, bushing side first, and position with the drive shaft between the 
prongs and the set screw over the flat on the switch shaft. Allow about 5/8" between the 
chassis partition and the drive plate for proper operation, Now tighten the set screw with 
the Allen wrench provided, 


( Refer to Pictorial 7 for the following steps. This compartment will contain the final amp- 
lifter grid circuit wiring. 


( \iount a 1 lug (no ground) terminal strip at location GA and position as shown, Use a #6-32 
x V4 “ RHMS with a lockwasher under the nut. 


(Mount a 1 lug (no ground) terminal strip at location GB and position as shown, Use a #6-32 
x 1/4" RHMS with a lockwasher under the nut, Do not tighten nut securely at this time. 


( W Mount a special 2 lug (no ground) terminal strip at location GC. Use a #6-32 x 1/4” RHMS 
with a lockwasher under the nut. Do not tighten nut securely at this time. The special ter- 
inal strip can be identified by its wider terminal spacing and raised mounting foot. 


( Install a 1/2" rubber grommet at location GE and a 5/16" rubber grommet at location GF. 


(Locate the mode switch whichis the large 3-section rotary ceramic switch marked 63-196. 
Insert the switch shaft through the hole GDfrom the rear side of the inner front chassis 
piece. Slip a 3/8" nut and then a 9/16" long, 17/64" ID shaft bushing, hex end first, over 
the switch shaft. Place a 3/8" lockwasher over the bushing. Insert the switch shaft through 
the corresponding hole in the chassis front. Position switch with the locating lug in the 
locating hole and tighten the nut on the switch (not too securely at this time), and then place 
a nut on the chassis front shaft bushing and secure temporarily. 


Paik connect the inner conductor from JQ to the mode switch lug GD-29 (NS). 
Y) 


Temporarily connect the inner conductor from JR to mode switch lug GD-26 (NS). 
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WIRING HARNESS & TOP PLATE INSTALLATION 


i 
| Een ~ 


Large 
Plastic Clamp 


\ Plastic ‘amp [ | H | | 


Here 


/ 


; 


y, 
( Y Locate the wiring harness and, referring to Figure 14, install as follows: Place the chassis 


base top side up and with the front toward you. The tee intersection of the harness is in- 
serted first with the tee placed just behind the extreme right end of the inner front chassis 
partition. Pressthe harness into the notch provided after squeezing the harness with a pair 
of pliers to a thickness of about 1/4" to allow it to slip through the slot and into the notch. 
Be careful not to break the insulation of the wires during this process. 


(5 Now run the arm of the harness along the back side of the inner front partition underneath 


( ) 


the top flange. Place itin the first notch at the center right partition, using the method des- 
cribed in the preceding step. Then pull the end of the arm through the grommet FF in the 
center left partition. 


un the longer portion of the harness extending from the tee toward the back of the chassis 
long the right side under the top flange. Dress through the notch provided in the inner 
rear partition, around and along the rear of the chassis to the left side, then up the left 
side and pull the end through grommet GE. At the end of this run, place the heavy brown, 
heavy blue and heavy orange wires only through grommet GF in the inner front section. 
Dress the harness under the top flange along the entire run. 
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(.) Now run the remaining portion of the harness down along the bottom chassis flange of the 
chassis front, Secure the endnear the tee to the right side of the chassis with the large plastic 
cable clamp, using #6-32 x 3/8" hardware in the hole provided, Insert the screw from the 
outside, and use a lockwasher under the nut. 

( Secure the other end of the front harness run with the small plastic cable clamp. Use #6- 
32 x 3/8" hardware in the hole provided in the left chassis side as in the previous step. 
Dress the wires breaking out of the front harness run over the top end of the chassis front 
to keep them out of the way until the front panel is mounted, 

( With the chassis placed top side up, place the top plate in position as shown in Figure 14, 
The crystal socket identifies the front edge which lines up with the chassis inner front par- 
ition, Check to be sure all wires areclear and not pinched between the top plate and chassis, 

( Loosely secure the top plate to the chassis using #6-32 x 1/4" RHMS with lockwashers under 
the nuts at the mounting holes indicated, Do not secure mounting hardware in the two front 
and three side holes at the left front corner of the chassis, or in the larger transformer 
mounting holes at the rear portion of the top plate. Push the cable harness aside tempor- 
arily where necessary to start the nuts on the mounting screws. 

( J Before tightening the mounting screws securely, again check for pinched wires. Now make 


certain all mating holes in the top plate and chassis are aligned, Tighten the mounting 
screws securely. 


At BO;1 (BREAKOUT) in the modulator compartment, referring to Pictorial 8, connect the wires 
as fellows: 


(wv) The center conductor of the single conductor shielded wire to lug 1 of the component strip 
Paes (81). 
( The shield pigtail to the solder lug under the mounting nut, then bend the solder lug to touch 
lug 2 of the strip package and solder the entire connection. 
At BO-2, connect the wires as follows: 


we 
( \y‘The red conductor of the two conductor shielded wire to lug 3 of the component strip pack- 


Cae Leave the black conductor free temporarily. 
( 


Solder the shield pigtail to the near solder lug on the V7 mounting screw. 
(~J Connect the yellow harness wire to V11-4 (NS). 
( Connect the blue wire to V11-8 (NS). 


wr Route the redand gray wires across the compartment against the top plate, then up the par- 
tition and insert through hole FA temporarily to keep them out of the way. 


(KN At BO-3, run the red-yellow wire up to the strip pack and leave free temporarily. 

At BO-4 inthe power supply compartment, referring to Pictorial 9, connect the wiresas follows: 
{ .) The red wire to JP-2 (NS). 

) he yellow wire to EE-2 (NS). 


(/) The gray wire to lug 1 (+) of selenium rectifier EG (S). 
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At BO-5, connect the wires as follows: 

(The heavy brown and heavy black wires to JAg-1 {N8). 
( eee wire to JA,,-2 (NS). 

( aythe red and red-yellow wires to JAg-4 (NS). 

( fhe green wire to JAq-1 (Ns). 

( LUPHe gray wire to V14-2 (NS). 

At BO-6, connect the wires as follows: 

( 47 Boe poavy gray wire to JDp-3 (NS). 

( the heavy yellow wire to JD7-4 (NS). 

() The gray and heavy white wires to JDp-3 (Ns). 

( The heavy blue wire to JDp-2 (NS). 

( ‘he orange and red wires to JDp-1 (S83). 

At BO-7, connect the wires as follows: 

A The heavy red wire to lug 1 of the bleeder resistor (NS). 
( The orange wire to lug 2 of the bleeder resistor (NS). 
( The green wire to JM-1 (NS). 

( he heavy black wire to JM-3 (NS). 


( The heavy white and the black-white wires to JM-4(NS). Leave the red and gray wires free 
temporarily. 


At BO-8; connect the wires as follows: 

( The brown wire to lug 5 of the relay (S1). 
{ he heavy yellow wire to V16-2 (NS). 

( ¥The heavy gray wire to V16-8 (NS). 

At BO-9, connect the wires as follows: 

{ ©The green wire to JS-4 (NS). 

(_ ) The black-white wire to JS-2 (NS). 


{ The red wire to JS-1 (NS). 
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( “At BO-10, in the final amplifier grid circuit compartment, referring to Pictorial 10, con- 
nect the white wire to mode switch GD-17 (NS). Run the wire directly across the compart- 
ment. 


At BO-11, dressing the wires along the bottom chassis flange as shown, connect the wires as 
follows: 


( The orange wire to GA-2 (SL). 

(A The brown wire to GD- 11 (S1). 

( ¥ The heavy red wire to GD-3 (S1). 

At BO-12, connect the wires as follows: au 

( The green and black wires to GD-6 (sa) hh . - 
(,J The blue wire to GD-8 (S1). 

( The orange wire to GD-9 (S1). 


( The short yellow wire to GD-10 (Sl). 
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(9 The red-yellow wire to CB-4 (NS). 
(.) The black-white wire to CB-2 (NS). 


( \) Run the red and brown wires downthe left center partition, acrossthe rear of the compart- 
ment and connect the brown wire to GC-1 (NS) and the red wire to GB-2 (NS). 


( } Twist the long yellow, white, and gray wires together and run them along the left center 
partition, then out, and connect the yellow wire to CK-1 (NS), the gray wire to CJ-1 (NS), 
, and the white wire to CI-2 (NS). 


( R In the finalamplifier grid circuit compartment, connect the blue wire coming from hole CO 
to mode switch GD-14 (NS). 


va . 
( A Connect the lead from V18-5 to mode switch GD-24 (S1), running the wire down along the 
top plate, then up to the terminal, as shown. 
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At hy 13 in the exciter compartment, referring to Pictorial 11, connect the wires as follows: 


iia brown wire to V2-7 (NS). 
( The blue wire to V2-6 (NS). Leave the orange and red wires free temporarily. 


At BO-14, connect the wires as follows: 

(<2 The red-yellow and red wires to FC-1 (NS). 

( The blue and yellow wires to FC-2 (NS). 

( Phe black-white wire to BG-3 (NS). Insert the green wire through grommet BA and leave 
free temporarily. 

FINAL AMPLIFIER TANK CIRCUIT ASSEMBLY 

(+ ‘Locate the front panel of the final amplifier shield. This is the rectangular piece shown in 

Figure 15 with the three flanged edges. 


( \Y Locate the final amplifier band switch. This isthe large single deck rotary switch with five 
double lugs and is marked 63-155. Before mounting the switch, carefully enlarge the solder 
lugs with an ice pick to allow passage of the coil taps. Mount the switch at location KA, 
inserting from the flanged side of the panel. Make sure the locating lug is seated in the lo- 

ating hole. Secure with a 3/8" nut. 


( Y¥ Mount a standoff insulator at location KB on the flanged side of the panel. Usethe hardware 
Supplied, placing the cork washer between the insulator and the panel. 


( i) Mount a 17/64" ID by 3/8" long brass bushing at location KC, inserting from the side op- 
posite the flanges. Use a 3/8" nut and lockwasher to secure the bushing. 
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FA ‘ 
(~) Mount a spade lug at locations KE and KF. Mount the lugs on the flanged side of the panel, 
referring to Figure 15for mounting instructions. Use #6-32 x 1/4" RHMS with lockwashers 
under the nuts. 


FRONT PANEL OF 
PINAL AMPLIFIER SHIELD 


( Mount the assembled panel by means of the spade lugs in the two chassis and top plate holes 
at the left front of the top plate, when viewing the chassis from thefront. Refer to Figure 16 
for this and the succeeding steps. Secure the shield panel with #6 nuts with lockwashers. 
It will be necessary to remove the mode switch mounting nut and push the switch back slightly 
to gain access to the mounting nut for spade lug KE. Secure the mode switch after mounting 
the“shield panel. 


( eh Mount the large 350 mmf variable capacitor at mounting holes CF. Slip a 3/8" nut anda 
3/8" lockwasher over the capacitor shaft before inserting through hole KD in the shield 
ie. Secure the capacitor with #6-32 x 3/8" RHMS, using lockwashers under the nuts. 
( 


Slip a.17/64" ID x 3/8" bushing over the capacitor shaft and secure in hole KD with 3/8" nut 
and-lockwasher. 


( ocate the final amplifier plate coils. These are the large coils of heavy wire, one large 
coil with several taps and another five turn coil. Refer to Figure 16 for lead dress and 
placement of the coils. Bend the short lead at the end of the large coil with the most turns 
before the tap into a small eye for mounting on the standoff insulator CB. Position the eye, 
soit is accessible, with a screwdriver placed through the loops at the coil taps. 


( Holding the tapped coil in position with the formed eye on CB, carefully bend the tap leads to 
conform to the lead dress and band switch connections shown in the pictorial. The firsttap 
from the eye connects to KA-4, the second to KA-3, the third to KA-2, and the long lead at 
the top end of the coil connects to KA-1. Cut off the excess lead length. Do not solder leads 
now. 


(.)-Using a #6-32 x 1/4" RHMS with a #6 solder lug under the head, mount the tapped coil on 
standoff insulator CB. Place the flat washer, left after removing the screw supplied with 
the insulator, between the coil eye and the insulator. Position the solder lug as shown and 
secure, 
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( ) ake the coil tap leads to their respective switch lugs. Make sure the coil and shield 
panel are both perpendicular to the chassis. Now generously flow solder over the wire and 
switch lug at KA-2, KA-3 and KA-4. Do not solder KA-1 at this time. 


( y Form the leads of the small coil to conform to the pictorial, Bend the lead coming off the 
coil parallel tothe coil axis to a right angle so it is parallel to the lead coming off the other 
end of the coil. Make the bend 3/8" from the coil. Now form eyes as before at the end of 
each lead. 


( y Now mount the small coil as shown between standoff insulator KB and lug 1 of the tuning 
capacitor. Use a #6 nut and lockwasher at the capacitor lug and secure. Use a 6-32 x 3/8" 
RHMS with a #6 solder lug under the head at the insulator. Place the flat washer, left after 
removing the screw supplied with the insulator, between the coil eye andthe insulator. Pos- 
ition the solder lug so it contacts switch contact KA-1, Now connect the top coil tap to. the 
solder lug and flow solder over the entire KA-1 connection. 


( Mount a spade lug at the tuning capacitor lug 2 as shown, positioning vertically. Secure with 
4 #6 nut and lockwasher. 


( J Cut an 8" length of #16 bare wire and pass one end through the solder lug on standoff insul- 
ator CB and connect to switch lug KA-5 (S1). Now solder the wire to the solder lug. Bend 
the other end of the wire up along the tapped coil temporarilv. 


© / 
i ft 
I 
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( Weanks proceeding with final assembly of the amplifier, mount the plate transformer, mark- 
ed 54-30, at the location around grommet ED, just behind the final amplifier. Pullthe leads 
through grommet ED and secure the transformer with #8-32 x 3/8" RHMS in the six mount- 
ing holes provided, Move the cable harness aside temporarily where necessary to gain ac- 
cess to the mounting screws. Use #8 lockwashers under the nuts, It will be necessary to 
temporarily dismount the relay and terminal strip JM for screw access. 


( W Locate the three gang variable loading capacitor marked 26-45 and the variable loading 
capacitor mounting bracket. Referringto Figure 17, assemble the capacitor to the bracket, 
using #6-32 x 3/16" RHMS through the three triangularly spaced holes in the bracket into 
the mating tapped holes in the bottom of the capacitor. Use #6 lockwashers under the screw 
heads. Do not tighten the screws at this time. 


_ ee ee 


Figure 17 


VARIABLE 
CAPACITOR / | 
MOUNTING J \ 
BRACKET 


FINAL AMPLIFIER SHIELD WRAPAROUND 


d ) Locate the final amplifier shield wraparound and mount the variable capacitor bracket assem- 
bly on location KG on the inside wall of the wraparound on the side with the large hole KH 
in one corner. Use #6-32 x 3/8" RHMS. Place a solder lug under the nut on the mount- 

' ing screw nearest KH. Do not tighten securely at this time. 


( 4 Slide a 1/4''shaft coupling halfway onto the loading capacitor shaft and secure with a #6-32 
set screw. 


( J Mount a coaxial connector shield onthe outside wallof the wraparound at location KH. Use 
#3-48 PHMS with lockwashers under the nuts. 


we Mount spade lugs in the three holes at the bottom of each of two sides of the wraparound. 


Mount the spade lugs on the inside of the wraparound, using #6-32 x 1/4''RHMS, and refer- 
ring to Figure 17 for mounting instructions. 
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( ow mount the shield wraparound by means of the spade lugs through the six mating holes in 
the chassis and top plate as shown in the pictorial. Make sure the rear of the wraparound 
does not touch any of the lugs on V5 and V6. Bend lugs for clearance, ifnecessary. Under- 
neath the chassis, use #6 nuts with lockwashers on the spade lugs, placing a #6 solder lug 
under the nut nearest grommet DF and a 3 lug,(center ground) terminal strip under the nut 
nearest grommet BC. This terminal strip will be designated BB. Position BB as shown in 
Pictorial 13, page 46. Secure the wraparound to the front shield panel with six #6 sheet. 


oo screws in the holes provided 
( nsert the 4" long loading capacitor shaft extension through the bushing KC andinto the shaft 
coupling on the loading. capacitor shaft. Tighten temporarily with a #6-32 setscrew. 


( ia with the shaft extension providing proper alignment, tighten all loading capacitor 
mounting bracket screws securely. Remove the shaft extension. 

(. eferring to Figure 18, pass the bare wire from standoff insulator CB through lugs 1, 2, and 
3 of the loading capacitor. Carefully bend the lugs into position so the wire slides through 


easily and projects 1/4" beyond lug 3. Now solder lugs 1, 2, and 3. Make sure the wire does 
not touch the capacitor frame at any point. 


Figure 18 


we Mount one of the 2.5 mh RFC marked 45-14 by screwing it onto the projecting threads of the 
loading capacitor bracket mounting screw nearest KH. 


( ee #20 bare wire, connect lug 1 of the RFC to the solder lug under the mounting screw 
nut, Solder both connections. 


(._Y Using #20 bare wire, connect lug 2 of the RFC (S1) to the projecting end of the #16 wire from 
lug 3 of the loading capacitor (NS). 
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Figure 19 


) Cut a piece of coaxial cable 25" long and prepare as shown in Figure 19, From one end 
strip away 5" of the outer insulation, then cut the shield off 1/2" from the insulation, 
Styip and tin 1/2" of the end of the center conductor, At the other end, strip away 1 1/2" of 

Ves outer insulation, push back the shield and strip and tin the inner conductor for 1/4". 

( 


Referring to Figure 18, insert the long exposedinner conductor of the coaxial cable through 
the coax shield KH from the outside, sliding the shield braid over the neck, Connect the 
inner conductor to the projecting end of the #16 wire extending from lug 3 of the loading 
capacitor (S2). Now solder the shield braid to the neck of the connector shield KH. 
( a the other end of the coax through grommet DF and then through hole FL into the power 
Wa compartment. Referring to Pictorial 12, route the coax as shown to location JK. 


Install a coaxial connector at location JK and connect the coaxial cable to the connector, 
using a connector shield. Follow the same procedure for connection as used at locations 


Bie JH. 
( ‘Secure the cable at the location indicated in Pictorial 12 with the plastic cable clamp, Use 
#6532 x 3/8" hardware. . 


( Locate the 1 mh, 500 ma RFC illustrated as 45-15 and install on the final amplifier shield 
wraparound at location KJ, using a #6-32 x 3/8" RHMS and placing a #6 solder lug between 


the’ RFC and the shield. 
{ 4} Connect a .001 mf, 2000 V mica capacitor between RFC lug 1 (NS) and the solder Tug ($1). 
Place the capacitor flat against the shield as shown, 


( ) Cut a length of #18 hook up wire 8 1/2" long and strip each end for 1/2", Connect one end 
to RFC lug 1 {$?). Pass the other end through the 5/16" grommet and connect to terminal 
wa Strip GC-2 under the chassis, Refer to Figure 18 and Pictorial 15, page 50. 


“ 
4 TRANSFORMER AND FILTER CHOKE MOUNTING 


( ) When mounting the remaining transformers, use long nose pliers to place screws, lock- 
washers, and nuts in hard to reach places. A longer screwdriver and a 5/16" nut starter 
and driver will also be of use, if available. Refer to Figure 20. 


( ‘ount the plate supply filter choke, marked 46-10, at the location around grommet EC. Pull 
the leads through the grommet and secure with #8-32 hardware, 


(A Mount the power supply transformer marked 54-65 at the location around grommets EA and 
EB. Pull the green, brown, yellow, and green-white leads through EA and the red, black, 
red-blue, and -red-yellow leads through grommet EB. Secure the transformer with #8-32 
hardware as before. 
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Pictorial 12 


( a the modulation transformer at the location around grommets DA and DB. Pull the blue 
and brown leads through grommet DA and pull the yellow, green, red, black, and slate wires 
through grommet DB. Secure the transformer with #8-32 hardware as before, except at the 
mounting hole nearest tube socket V3; use a #6-32 x 3/8" RHMS here, placing a 5 lug (center 
ground), terminal strip under the nut and lockwasher on the sub-chassis side. Refer to Pic- 
torial 13, page 46, and position the terminal strip as shown. This terminal strip will be 

Aesignated BH. 


( y Now place the transmitter, bottom side up, resting on the transformers and finalamplifier 
shield with the rear of the chassis nearest you. The remaining sub-chassis wiring will now 
be carried to completion before the transmitter need be turned over again. 


TRANSFORMER LEAD CONNECTIONS AND FILAMENT WIRING 


In th¢é following steps, before making each connection, cut the transformer leads to the proper 
length, strip and tin the ends for 3/8", then make the connections. 


1 the power supply compartment, referring to Pictorial 12, connect one of the green-white 
eads from grommet EA to terminal strip EE lug 1.(S1). 


Connect the other green-white lead from EA to V14-10 (S1). 
Connect one of the yellow leads from EA to V14-2 (82). 


Connect the other yellow lead from EA to V14-8 (S1). 
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ae one of the brown leads from EA to V14-9 (S1). 


Connect the other brown lead from EA to terminal strip JAp-5 (NS). 


Ges ect one of the green leads from EA to JD;-3 (S2). 
ve 


( am the other green lead from EA to JD;-4 (S82). 

( YConnect one of the red-blue leads from grommet EB to lug 1 (+) of EG-(S2). 
Spores the other red-blue lead from EB to lug 1 (+) of EF (S81). 

(~) 
( Connect the other red lead from EB to V14-4 (S1). 
Yeo 


onnect one of the red leads from EB to V14-6 (S1). 


opfect the red-yellow lead from EB to JD,-2 (NS). 
( Connect one of the black leads from EB to JDp-2 (NS). 


( ‘OF fect the other black lead from EB to JDp-3 (NS). 

( onnect the blue lead from grommet EC to V16-2 (NS). Route along chassis between the 
filter capacitor. mounting bracket and the chassis. 

(.4) Connect the red lead from EC to bleeder resistor lug 1 (NS). Route between filter capacitor 
mounting bracket and chassis. 
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( Zoos the red-yellow lead from grommet ED to JS-3 (NS). 
( ae one of the black leads from ED to terminal strip JM-4 (NS). 


( eae the other black lead from ED to JM-3 (NS). 
( ¥Copnect one of the red leads from ED to V15-4 (NS). 
( Co the other red lead from ED to V15-6 (NS). 


( Pass the blue and brown leads from grommet DA in the exciter compartment through 
adjacent hole HE in the partition, Cut a length of 3/16" spirashield1 1/2" long, slide it over 
both wires, through hole HE down to the transformer, Now connect the blue lead to V12-3 

a the brown lead to V11-3 (S1). Refer to the Pictorials 13 and 14. 

( 


ct the slate lead from grommet DB to the near solder lug under the final amplifier 
sh#€ld spade lug mounting screw (S1). 


( Cut a 3" length of 3/16" spirashield and slide over the red and black wires from grommet 
DB and push down to the transformer. Pass the wires through hole FL in the partition and 
conn the black lead to terminal strip JW-1 (NS). Leave the red lead free temporarily, 
Refér to Pictorials 12 and 13, 


( ‘Cut a second 3" length of 3/16" spirashield and slide over the yellow and green leads from 
DB and push down to the transformer. Pass these leads through hole FL and connect the 
yellow lead to JW-2 (NS) and the green lead to JW-3 (sl). 


( the power supply compartment, referring to Pictorial 12, using #18 hookup wire, connect 
V16>8 (S2) to V15-2 (51). 


( Mnect V16-2 (S3) to V15-8 (S1) using #18 hookup wire. 


( Using #18 hookup wire, connect a wire from EE-2 (S2) to V9-5 (NS), Refer to Pictorials 


12 and 14, j 
ANY / : 
° Ai St sing #22 red hookup wire, gonnect one end of the wire through V9-4 (81) to V9-5 (NS). 
‘Connect the other end to V8-5 (NS). fi 


of v 
(A Using 422 red hookup wire, connect one end of the wire through V8~4 (S1) to V8-5 (NS) and 
fine other end through V7-5 (81) to V7-4 (81). 


J 


we red hookup wire, connect V8-5 (S2) to V10-4 (81). 


( 

( oa #18 hookup wire, connect V9-5 ($3) to V12-2 (NS). 

( Using #18 hookup wire, connect V12-2 (S2) to V11-7 (NS). 

(\) fing #18 hookup wire, connect one end to V11-7 (82) and run the other end down the center 
‘partition next to the top plate to the cable harness notch, through the notch to the exciter 
compartment (see pictorials 13 and 14) to V2~4 (NS). 


(-¥ Pass a #20 bare wire through V3 center post, through lug V3-5 to the near ground lug on the 
socket and solder all three connections. 
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Pictorial 14 
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( ofcaine #18 hookup wire, connect V2-4 (NS) to V3-4 (NS). 
{ Connect a .005 mf disc capacitor between V3-4 (NS) and the near socket ground lug (S1). 


{ sing #18 hookup wire, connect one end to V3-4 (83) and pass the other end through the cable 
harness grommet FF, run down the partition along the top plate and connect to V4-4 (NS). 
Refer to Pictorials 13 and 15, 


( Connect a .005 mf disc capacitor between V4-4 (83) and V4~3 (NS). 


( Using #20 bare wire, connect one end to mode switch lug GD-18 ($1). Pass the other end 
through V4-3 (NS) and V4-2 (NS) to terminal strip CK-2 (NS). Dress the wire close to the 
top plate. Now solder V4-3 (S2) and V4-2 (S1). 

( ) Connéct a .005 mf dise capacitor between CK-1 (NS) and CK-2 (NS). 

(Connect a .1 ohm precision resistor between CK-1 (84) and CK-2 (83). 


( eferring to Pictorial 13, connect one lead of a .005 mf disc capacitor to V2-4 (83), Pass 
the other lead through the near socket ground lug (NS), then to V2-3 (SI). Now solder the 
gro lug (S1). 


onnect one lead of a .005 mf disc capacitor to V2-6 ($2). Pass the other lead through the 
near socket ground lug (NS), through V2-5 (NS) to the socket center post, Now solder all 
three connections, 


( Gearing to Pictorial 14, connect a #20 bare wire from the smail solder lug at V7, through 
V7-9, to the V-7 center post. Solder V7-9 only. 


> 

(}Connect a #20 bare wire from the V-8 center post through lug V8~9 to the near socket ground 
lug and solder all three connections, 

( \)}-Conngct a #20 bare wire from the V9 center post through lug V9-6 to the near socket ground 

lug-4and solder all three connections. 


In the exciter compartment connect the free red wire from BO-13 to BH-5 (NS) and the 
orange wire to BH-4 (NS). 

FINAL WIRING IN THE POWER SUPPLY COMPARTMENT 
Refer to Pictorial 16 for the following steps, fo 


(~) Connect the negative lead of a 20 mf, 150 V electrolytic c itor to JP~1 (NS). Pass the 
positive lead through JO-3 (NS) to JO-2 (NS). Now solder JO-3 (81), 


( 4 Connect the negative lead of the second 20 mf, 150 V electrolytic capacitor to JP-2 (NS), 
ee positive lead through JO-1 (NS) to JO-2 (82), Now solder JO-1 (81). 
(YP 


ass one endofashort length of red hookup wire through EF-2 (NS) to EG-2 (81), Connect 
the other end to JP-1 (NS). Now solder EF-2 (S81). 
Pes a iKohm, 1 watt resistor (brown-black-red) between JP-1 (83) and JP-2 (83). 
(-Gonnect a blue wire betiveen JD,)-2 ($3) and JA,-4 (NS). 


NOTE: Since the area available for placement of the following capacitors and the following chokes 
is somewhat restricted, follow the pictorial carefully, keeping leads as short as possible and fol- 
lowing placement closely. 
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Pictorial 15 


(++Tonnect an orange wire between JDpy-3 (85) and JA;-3 (NS). 

(}-€onnect a .005 mf dise capacitor between JA,~1 (NS) and JA;-2 (NS). 

( \-Connect a .005 mf disc capacitor between TAy-3 (NB) and JAy~2 (NS), 

( Connect a .005 mf disc capacitor between JA;-4 (NS) and JA-2 (83), 

( UeConnect a .005 mf disc capacitor between JAp~1 (NS) and JAp-3 (NS). 

( . Connect a .005 mf disc capacitor between JAp-2 (NS) and JAp-3 (NS), 

( w Connect a .005 mf disc capacitor between JAp-4 (NS) and JAp-3 (NS). 

(Connect 2 .005 mf disc capacitor between JAp-5 (NS) and JAp-3 ($4). 

( U-Berd JA- to touch the near socket ground lug and solder. 

{ ee aes line choke, 45-28, between JA;-4 (83) and JA-3 (S31). 

( \)-Gonriect a large line choke, 45-17, between JA;-3 (83) and JA-2,(S1). 

{_) Cemiéét a large line choke, 45-17, between JAp-1 (84) and JA-4 (81). 

(“Eonnect a small line choke, 45-28, between JA,-1 (S3) and JA-1 (81). 

(-T Connect a small line choke, 45-28, between JAp-2 (S83) and JA-5 (81). 

( Reinet a small line choke, 45-28, between JA,-4 (84) and JA-6 (S1). 

( ‘connect a large line choke, 45-17, between JAp-5 (83) and JA-7 (81). 

( +Tax ; orange hookup wire, connect lug 1 of the relay (S1) to JD,-1 (Ns). 

( ae blue hookup wire, connect lug 3 of the relay (S1) to JD)-4 (NS). 

( ean a .005 mf disc capacitor between JDt-1 (NS) and ID,-2 (NS). 

{ ¥-Connect a ,005 mf dise capacitor between JDp-4 (NS) and JD;-2 (83). 

( Connect a small line choke, 45-28, between JD;-1 (83) and JG-2 (S1), Use sleeving, 

{ eeuite ‘small line choke, 45-28, between JDp-4 (S3) and JG-1 ($1). Use sleeving, 

( L}-Using blue hookup wire, connect uM ~4 (84) to relay lug 8 (81). 

( Using #20 bare wire, connect JM-3 (83) to relay lug 7 (81). 

( ) Using #18 hookup wire, connect V15-4 ($2) to V16-6 (81). 

( ising #18 hookup wire, connect V15-6 (S2) to V16-4 (S1). 

( ae ee VFO filament transformer, 54-37, at location JX. Remove the nut from the screw 
holding terminal strip GC, place transformer over screw in position and replace nut using 


a lockwasher. Secure the other mounting lug of the transformer with a #6-32 x 1/4" RHMS 
oe and lockwasher, Remove coax cable clamp temporarily for access if necessary. 
Co 


mnect one of the black leads from transformer JX to JS-1 (82). 
gee the other black lead from JX to J8-2 (82). 
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(F Parnect one of the yellow leads from JX to JS-3 (82). 

( Connect the other yellow lead from JX to JS-4 (82). 

{ ) Mount the LV filter choke, 46-11, at loca- 
tion JV, orienting as shown in relation to 
the leads. Slip the #6 tinnerman nuts over. 
the mounting lugs as shown in Figure 21. 
Using #6-32 x 3/8") RHMS, mount the choke, 

eae: the screws into the tinnerman nuts. 

( ‘J Mount the 20-20-20 mfd, 450 V electrolytic 
capacitor on the metal water on the filter 
capacitor mounting bracket. Before mount- 
ing, cover the capacitor can with insulating 
tape, as shown, to prevent shorting to the 
terminals of JG. Secure by twisting the four 
mounting tabs withlong nose pliers. Orient 
with the blank lug nearest the chassis top 
plate as shown. Connect the free gray wire 
from the harness tolug a, (NS), andthe free 

wire to lug m (NS). 

( & Route the red and black leads from the LV een ee ae 
filter choke along the partition between the 
filter capacitor mounting bracket and the : ; 
chassis top plate, then across to the capac- Figure 21 


itor, Connect the black lead to #,(S2) and 
the red lead to m (NS). 


7 : G@> : 
, 
#.6-32*3/8"RHMS RW < 


20: GROMME: 
= REp of . 


Pictorial 16 
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(}-Strip one end of a length of blue hookup wire for 1". Pass through lug s (NS) to lug a (S1). 
Now solder lug # (S3). Connect the other end to lug 4 of the relay (S1). 


(Using #18 hookup wire, connect JW-2 (S2) to JS-5 (NS). 


( |) BMount-the two 125 mfd, 450 V electrolytic capacitors, one on each insulated wafer on the 
filter capacitor mounting bracket. Orient with the single center lug nearest the chassis 
bottom. Designate the 125 mfd capacitor over terminal strip JW as JY, the other as JZ. 


(-}-Gomnect the free red lead coming through hole FL to lug,1 of. JY (NS). 


(.}-StFip one end of a length of #18 hookup wire for a distance of 11/2", Pass the end through 
lug 1 of JY (NS) to JW-1 (S82). Connect the other endto lug 1 of the bleeder (NS). Now solder 
JY-1 (82). 


( Strip one end of a length of #18 hookup wire for a distance of 13/4", Pass the end through 
lug 1 of JZ (NS) to lug 2 (mounting tab) of JY (S1). Now solder JZ-1 (S1). Connect the other 
end to lug 2 of the bleeder (S82). 


( Strip one end of a length cf #18 hookup wire for a distance of 1 1/2", Passthis end through 
lug 3 of the bleeder (NS) to JM-2 (Si). Now solder lug 3 of the bleeder (S1). Connect the 
other end to lug 2 (mounting tab) of JZ (S1). 


( onnect the 1 megohm precision resistor between lug 1 of the bleeder (S4) and JM-1 (S2). 


( ake sure the bare portions of the above #18 wires do not touch any other circuit component 
or the chassis. 


cs ee Sei, Re ama Os tt lee see A fatalities al ve ct itettatnenty, | i | 


ithe. 
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( ising #18 hookup wire, connect JS-5 (S2) to GC~2 (NS) in the final amplifier grid circuit 
compartment. Pass the wire through grommet GE, Refer to Pictorials 16 and 22 for rout- 
ing of wire. 


This completes wiring in the power supply compartment, Re-check your work carefully for short 
circuits or wiring errors, 


WIRING IN THE MODULATOR COMPARTMENT 
Refer to Pictorial 17 for the following steps. 


(-F Cut one lead of a 3.3 megohm (orange -orange-green) 1/2 watt resistor to 1/2" and connect to 
V1-2 (NS). Pass the other lead through V7-3 (NS), through the socket center post (NS), to 


ee Now solder the center post, V7-8 and V7-3. 

( f Connect a second 3.3 megohm (orange -orange-green) 1/2 watt resistor between V7-7 (NS) 
and the solder lug next te V7-9. Now solder the entire connection at the solder lug (82). 

( Solder the yellow lead from its terminal on the component strip pack. 


( “it one lead of a .005 mf dise capacitor to 1/2" and connect to V7-2 (82). Cut the other 
lead to 13/4", Slip a 15/8" length of insulated sleeving over the lead followed by a 1 1/2" 
length of 1/8" spirashield. Now connect the capacitor lead to the terminal on the strip pack 
from which the yellow wire was removed (8) and solder the spirashield to the strip pack 
ground lug as shown, 


( Cut the leads of a .005 mf disc capacitor to 3/8", Connect one lead to V7-7 (82), Slipa 1far 


length of insulated sleeving over the free black wire of the two conductor shieldedwire, Now 
solder the remaining lead of the capacitor to the black wire and slide the sleeving over the 


hth em 


( “Connect the positive lead ofa2 mf, 50 V electrolytic capacitorto V9-1 (NS). Pass the other 
lead through ground lug V12-12 (NS) to V12-7 (81). Now solder V12-12 (81), 


( Pass one lead of a 680 ohm (blue-gray-brown) 1/2 watt resistor through V9-9 (NS) to the 
near socket ground lug (S1). Connect the other lead to V9-1 (82), Now solder V9-9 (s1). 


( )-€oniect a 470 K ohm (yellow-violet-yellow) 1/2 watt resistor between V8~2 (NS) and the 
near socket ground lug (S1), 


{ Poss a #20 bare wire through V10-3 (NS) to V10-7 (81), Now solder V10-3 (Si). Pass the 
other end through ground lug V11-9 (NS) to V11-2 (S1), Now solder V11-9 (Sl). 


( Pass one end of a length of blue hookup wire through V12-8 (NS) to V12-1 (81). Now solder 
V12-8 (S1). Pags the other end through V11-1 (NS) to V11-8 (NS), Now solder V11-1 (81). 


( \ Comtiect 2 .2 ohm precision resistor between V11-8 (S3) and socket ground lug V11-11 (1). 

( Using yellow hookup wire, connect V11-4 (NS) to V12-4 (S1). 

{ Connect one lead of a .1 mf 600 V capacitor to V12-10 (S1). Connect the other end to Vi1-4 
($3). Position capacitor under the blue and brown wires from hole HE and cigse against the 
chassis. 


(4 Connect a 1 K ohm (brown-black-red) 1/2 watt resistor between V12-5 (S1) and V12-6 (NS), 


( Connect a 1 K ohm (brown-black-red) 1/2 watt resistor between V11-5 (S1) and V11-6 (NS). 
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(AAonnect the negative lead (band) of a .1 mf, 400 V capacitor to solder lug HB ($1) and the 
“s. other lead to lug 4 of the strip pack (81). Position against the chassis as shown. 


(Connect the negative lead (black band) of a second .1 mf, 400 V capacitor to solder lug HK 
(NS) and the other lead to lug 5 of the strip pack (Sl). This is the lug next to the orange 
lead, Position against the chassis as shown. 


(A Cut 8 3/4" length of 1/8" ID spirashield and pass a length of orange hookup wire through the 
shield, leaving 1/2" of wire extending from each end, Strip these ends of the orange wire 
for,1/4", 


( ‘At a point 2 3/4" from one end of the shield, bend the shield to open a gap. Insert a length 
of blue hookup wire through: the shield gap and down the long portion of the shield. Leave 
1/2" of the blue wire exposed at each end and strip 1/4", Slip a 6” length of 1/4" insulated 
sleeving over the long portion of the shield. Unwind 1" of shield wire ‘at the end with the 
blue and orange wires, as shown, 

(| Af the end with the blue and orange wires and the shield pigtail, connect the orange wire to 
control lug Hd-d ($1) and the blue wire to HJ-3 ($1), Connect the shield through HJ-1 (NS) 
to the control ground lug (S!), Now solder HJ-1 (S1). ~ 


(~"Connect the blue wire breaking out of the shield to lug 6 of the strip pack (S1), routing the 


cabré as shown. 
( Connect the other end of the orange wire to V9-2 (S1), routing the cable as shown, 


( Connect the negative lead of a 10 mf, 25 V electrolytic to solder lug HK (52). Position the 
itor as shown and, using sleeving, pass the other lead through V8-3 (S1) and then, using 
ving, to V8-8 (NS). 


Connect the le s from the strip pack as follows: whit To V7-1 (81); blue to v7-8 ($1); 


orange to V8¥2 (S2); eréen to V8-1 (Sl); red’ gh V10-2 (NS) to V10~1 (NS); violet to 
V10-5,(S1); bane (S2); and gray to Vi (Sl), Now solder V10=% (81). ; 


( ) Locate the modulator driver transformer, 51-23, and cut one green lead to a length of 3" and 
the other green lead to 4", Strip and tin, Referring to Pictorial 18, pass a #6-32 x 1/2" 
RHMS through each mounting lug and secure the mounting screws to the transformer with 
two nuts on each screw. : 


( ¥6older the 4" green lead to V11-6 (S2), and the 3" green lead to V12-6 (82). 


( ¥ Orient the black and one blue lead so they run toward the socket V19 and run the remaining 
blue lead along the chassis toward V9, Now mount the driver transformer at location HD. 
Secure with #6 nuts and lockwashers on the exciter compartment side, 


{ \Lootnect the blue lead from the driver transformer through V9-8 (NS) to V9-7 (S1). Now 


a va-8 (S1). 
4%) 


Connect one end of a 12" length of red hookup wire and the free red-yellow- harness wire to 
strip pack lug 7(S2). Use a solid “tacking” type connection. Dress.the red lead under the 
driver transformer to hole FA and leave free temporarily, 

( ve 


Locate the audio filter mounting bracket, This is the small L shaped bracket illustrated in 
Figure 22, As shown, mount the audio choke, 46-4, on the face with the three holes, using 
#3-48 x 1/4" PHMS. Pass the choke leads through the center hole. Mount a 2 lug, (no 
ground) terminal strip on the mounting screw near the bend, Clip the mounting lug of the- 
terminal strip with wire cutters for clearance. Mount a 1 lug (no ground) terminal strip on 
the other mounting screw. 
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( Connect one lead from the choke to lug 1 of the 2 lug strip (NS), 


ion the other lead from the choke to lug 2 of the 2 lug strip (NS). 


( ass a #6-32 x 3/8" RHMS through the mounting hole near the bend from the inside of the 


oe 
( ‘onnect a 200 mmf (red-black-brown) mica 


capacitor between lug 1 (NS) and lug 2 (NS) 
of the 2-lug terminal strip, positioning as 
shown to hold the #6 screw in place. 


( Connect a 270 mmf mica capacitor between 
lug 1 of the 2 lug terminal strip (NS) and lug 


1 of Ae 1 lug strip (ST), ~ 
( ¥Corinect a 270 mmf mica capacitor between 


lyfg 2 of the 2 lug terminal strip (NS) and ly 
of the 1 lug strip (NS). . 


{ “) Connect a 100K ohm (brown-black-yellow)’ 
1/2 watt resistor between lug 1 of the 2 lug 
strip (NS) and lug 2 of the 1 lug strip (NS). 

AUDIO CHOKE 

( ut a 1" length of #20 bare wire and con- (46-4) 
nect one end to lug 2 of the 1 lug terminal 
strip ($3) on the audio filter mounting brack- 


et. -~ 
( ae strip the ends of a 2 3/4" length of Figure 22 


yellow hookup wire and connect one end to 
lug 1 of the 2 lug terminal strip ($5), , 


( “Cut and strip the ends of a 3" length of orange hookup wire and connect one end to lug 2 of 
the 2“lug terminal strip (S4). 


{ J Connect the yellow wire from the audio filter assembly to V8-7 (S1), 


( Now mount the filter assembly at location HC, positioning as shown in Pictorial 18. Use 
#6-32 x 3/8" RAMS with lockwashers, 


Vas the bare wire from the filter assembly to lug 8 of the strip pack (8). 
) Connect the orange wire from the filter assembly to V10-1 (82), 
Final wiring in the modulator compartment will be completed after final wiring of the exciter. 


FINAL WIRING IN THE EXCITER COMPARTMENT 
Refer to Pictorial 19 for the following steps, 


{ Connect a 47K ohm (yellow-violet-orange) 1/2 watt resistor between FC-2 (NS) and FC~1 
(83). 


( ) @6nnect a 33 K ohm (orange-orange-orange) 1/2 watt resistor between FC-2 (NS) and FC-4 
(Ns). 


( Ww Connect an NE-2 neon bulb between FC-4 (NS) and FC-5 (NS). 
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( ¥Connect a .02 mf disc capacitor between FB-1 (NS) and FB~2 (NS). 


(Connect one lead of a .01 mf disc capacitor to FC~4 (S3). Passthe other lead through FB-2 
(NS) to tube socket V19-7 (1). 


( }Connect a 100 K ohm (brown-black-yellow) 1/2 watt resistor between FC-2 (85) and FB-1 
(NS). 


( } Connect a 33 K ohm (orange-orange-orange) 1/2 watt resistor between FC-5 (NS) and FB-2 
($3). ; 


( J Connect an orange hookup wire between FB-1 (83) and BH-2 (NS), routing as shown. 


(-*"Connect a blue hookup wire between V19-5 (NS) and BB-1 (NS). Route as shown along inner 
front partition. 


(-} Connect a yellow hookup wire between V19-5 (NS) and BH-1 (NS), routing along the orange 
wire, 


( )-Cofinect one end of a 6" length of blue hookup wire to FC-5 (83), Passthe other end through 
grommet BA and leave free temporarily. ‘ 


( Connect a 22 K ohm (red-red-orange) 1 watt resistor between V19-5 (83) and BG-4 (NS). 
Position as shown, i 


a 
{ Connect one end of a 5” length of orange wire to BG-4 ($2), Pass the other end through 
grommet BA and leave free temporarily, - 


( sing red hookup wire, connect BH-5 (NS) to switch lug FG-10 (81). 


( ‘onnecta 15 K ohm, 10 watt resistor between BH -1 (S2).and FG-11 (S1). Position vertically, 
as shown against the center partition, 


( ¥Connect a .005 mf disc capacitor between V2-7 (NS) and the near unused socket ground lug 
(81). 


( Connect a 1,02 ohm precision resistor between V2-7 (S3) and BG-2 (NS). 


(Pas re oe of a 1.1 mh RFC through V2-9 (NS) to V2~8 (NS). Connect the other lead to 
BG-1 (NS). 


* 
( Connect a .005 mf disc capacitor between BG-1 (NS) and BG-2 (82). 
oo. ohm (brown-green-orange) 1 watt resistor between BG-1 (S3) and BG-3 (82). 
(4c 


onnéct a .005 mf disc capacitor between BH-5 (NS) and BH-3 (NS), Position as shown. 
{ aa a 6,8 K ohm (blue-gray-red) 2 watt resistor between BH-4 ($2) and BH-5 (NS). 

( sing a short #20 bare wire connect V3-7 (S1) to the near unused ground lug (S1). ! 
{ \) Connect a 27 K ohm (red-violet-orange) 1 watt resistor between BH-5 (NS) and V3-8 (NS). 

{ ae a 47 mmf (yellow-violet-black) mica capacitor between V3-8 (NS) and BH-3 (82). 

( yend 3-1 to touch the near socket ground lug and solder. 


(\)Pass one end of a 47 K (yellow-violet-orange) 1/2 watt resistor through V3-2 (NS) to FG-5 
(NS). Connect the other end to BH-2 ($2). Now solder FG-5 (S1) and V3-2 (81). 
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{ * Connect a .005 mf dise capacitor between BB-1 (NS) and BB-2 (NS). 
(+7 Compnect the small 11 uh- RFC, 45-31, between BB-1 (S3} and BB~3 (NS). Position as shown. 
( oe a 100 mmf (brown-black-brown) mica capacitor between BB-3 (NS) and FG-4 (S1), 


( y Using orange hookup wire, connect FG~3 ($1) to crystal socket BF-1 (Si). 


( ¥ Cut a length of coaxial cable 10 3/4" long, cutting fairly accurately as the length is some- 
what critical, and prepare the ends of the cable as shown in Figure 23. At one end, strip 
off 1" of the outer sheath and cut the braid off about 3/8" from the sheath, Strip the center 
conductor to within 1/4" of the outer sheath and tin. Now insert center conductor into a 
phono plug.and solder the tip. Slip the braid over the plug shell and solder. At the other 
end, strip away 3/4" of the outer sheath and cut the braid to within 1/4" of tne sheath. Wrap 
a short length of #20 bare wire around the braid and solder, leaving a 1" pigtail. Strip and 
tin 1/4" of the center conductor, 


- 10 3/4" 
, ae] aria ee 


RG-58 AU 
#20 BARE WIRE 


Figure 23 
( Pass the end of the coax with the shield pigtail through grommet BC and connect the center 
ane to BB-3 (NS) and the pigtail to BB-2 (S2). 
( Insert the 15 uh slug tuned buffer coil, 40-63, in the hole BK, observing the locating lug pos- 
ition, untilthe clips snap into place, Insert the 6.5 uh slug tuned buffer coil, 40-62, into hole 
BJ ina similar manner. The 15 uh coil has a long winding and the 6.5 uh coil has a short 


wil g. 
copes a .00i mfd mica (brown-black-red) capacitor between V3-8 (83) and crystal socket 
BF-2 (81), Use sleeving and position as shown against the chassis. 


( J Connect a47 K ohm (yellow-violet-orange) 1/2 watt resistor betweencoil BJ-1 (NS) and BK-2 
(NS). 


o 
{ 1 Csing #20 bare wire, connect BJ-2 (S1) to BK-1 (NS). 


(Cat to 3/4" and pass one lead of a 47 mmf (yellow -violet-black) mica capacitor through V3-6 
(NS) to BI-1 (82), Now solder V3~-6 (31), Connect the other lead to V2-9 (S2). Use sleev- 
ing and bend V2-2 down out of the way. Now solder V2-8 (82). Position capacitor close to 
chassis. 

(_L-ofinect a 10 mh RFC between BH-5 {NS) and coil BK-2 (NS), Use sleeving as shown, 


(<7Cutand strip the ends of a 2 1/4" length of blue hookup wire. Connect one end to BK-2 (83) 
and leave the other free temporarily, 


( ) Cut and strip the ends of a 1 1/4" length of orange hookup wire. Connect one end to BK-1 
($2) and leave the other end free temporarily. 


(\) eonhect one lead of a 100 mmf (brown-black-brown) mica capacitor to BB-3 (84), using 


sleeving, and position as shown over the bottom of the crystal socket. Leave the other end 
free temporarily. 
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() Cut and strip the ends of a 4 1/2" length of yellow wire and connect one end to V2-1 (81), 
Leave the other end free temporarily. 


{ ) Cutand strip the ends ofa 5 1/4" length of red wire and connect one end to BH-5 (S6). Leave 
the other end free temporarily. 


(_) Locate the driver shield partition which is the rectangular piece with flanges on each end, 
Referring to Figure 24, insert 3/8" grommets in holes PA and PB. 


( ) Locate the exciter band switch marked 
63-153. This is the wide spaced, small two- 
deck switch with no flat on the shaft. Care- 
fully note the assembly and lug orientation 
of the rear deck on the switch studs. Re- 
move the rear deck and hardware up to the 
nut on the studs between the spacers, = j= j.—= 2 == 

( ) Insert the switch studs and shaft through 
the mating holes on the shield partition at 
location PC, orienting the switch with the 
shield as shown in Figure 24. Now reas- 
semble the rear deck and hardware exactly 


as it was before disassembly and secure, 


( ) Using a patr of diagonal cutters or asmall 
file, remove about 1/32" from the tip of the 
locating lug on the switch. This is to pre- Po 
vent itfrom protruding from the other side 


of the chassis after assembly and inter- 
fering with the mounting of the dial mech- 
anism, 


{ ) Referring to Pictorial 20, install the ex- 
citer switch and shield partition assembly 
in the exciter compartment as shown. In- 
sert the switch through hole FD in the inner 
front apron, seating the locating lug (no 
lockwasher is used). Check to see that the Figure 24 
switch does not touch any components pre- 
viously mounted. Now secure the partition 
with #6-32 x 1/4" RHMS through the mount- 
ing holes at FN and FJ. Use lockwashers under the nuts, Now place a 3/8" nut on the switch 


ay and secure, 
( Locate the 75 mmf variable capacitor and mount.as shown in hole PD, using a control lock- 
washer and nut, Mount with the capacitor on the flanged side of the partition with the stator 


bars toward the grommets, 


() ect the free leadfrom the 100 mmf mica capacitor connected to BB-3 to switch lug FD-11 
$1). Use sleeving, 


( eae the free orange lead from BK-1 to FD-1 (81). 


( ine the free blue lead from BK-2 to FD-4 (S1). 


(.) Connect a .001 mf mica capacitor between FD-5 (S1) and FC-3 (81). 
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( L-mount the driver shield as shown, This is the light gauge, irregularly shaped metal piece. 
Slide the notch in the longer flange between the chassis and the lockwasher of the bushing 
installed at location FE. Secure the other end of the shield to the shield partition with a 
#6-32 x 1/4" RHMS through hole PE, Make sure the shield does not touch any components 
so as to cause a short circuit. Do not tighten the nut on bushing FE as yet. 


( siete ts extension. shaft for the 75 mmf variable capacitor. This is the plain shaft 4 3/4" 
long. Slide a 1/4" to 1/4" shaft coupling onto one end of the shaft for a distance of half the 
coupling lengthand secure with a#6-32 set screw. Slide a 3/8" nut, then a 3/8" lockwasher 
over the other end of the shaft and insert that end through hole FI from the inside of the 
chassis. Nowslide a 3/8" long shaft bushing with a 1/4" ID over the end of the shaft, thread 
first, and secure in the hole FI with the nut and lockwasher. Slide the coupling over the 
c itor shaft and secure with a second #6-32 set screw. 

( ea ain of #14 bare wire and 3 1/2" length of insulated sleeving. Slide the sleev- 
in r the #14 bare wire. The #14 bare wire is the heaviest of the bare wire supplied. 

( jeantert the #14 wire through hole N in the chassis and connect one end to lug 2 of the variable 
capacitor ($1). 

le the insulated sleeving down the #14 wire toward lug 2 of the variable capacitor, so as 
to insulate the wire where it passes through the chassis. Connect the free end of this wire 
in the final amplifier grid circuit compartment to mode switch lug GD-33 (81), See Pictor- 
ial 22. 

( fount the driver plate coil, 40-117, on the screws at DC and DD, using #6 nuts and lock- 
washers. The lug connected to the bottom, or start, of the large winding, should be nearest 
the variable capacitor and over DC. Inspectionof the inside of the coil form will reveal this 
ly ‘ 

( cate the 10-15 M driver plate coil, 40-61, Referring to the pictorial, separate the two 
coil halves and then slightly spread the coil half with the most turns, 


( \-Motint the 10-15 M driver plate coil between the solder lug on the feed-through insulator 
FK (S1) and lug 4 of the coil form (NS). The lead from the coil half with the most turns 
should be connected to FK, Cut the small coil leads to length, scraping away the enamel 
insulation, if necessary. 


( } Using #20 bare wire and following the pictorial carefully, proceed as follows: Connect switch 
lug PC-1 ($f) tothe tap on the 10-15 M coil (Sf); connect PC-2 (S1) to coil form lug 4 (S2); 
Pau PC-¥(81) to cotl form lug 3 (S1); connect PC-4 (81) to coil form lug 2 (S1), 
( 


Connect one end of a #20 bare wire to PC-5 (NS), Pass the other end through coil form lug 
1 (NS) to lug 1 of the variable capacitor (S1). Now solder coil form laggy (5. 


( ount the 2,5 mh RFC on the screw at DE. Screw down until snug. Connect the fr@e red 
wire from BH-5 through grommet PB to lug 1 of the RFC (S1). 


{ ¥ Connect the free yellow wire tréff V2-1 through grommet PA to lug 2 of the RFC (NS). 


oo 
(Connect a 200 mmf (red-black~brown) mica capacitor between PC-5 (S2) and lug 2 of the 
RFC (82), 


This completes final wiring in the exciter compartment, Carefully recheck your work for wiring 
errors or short circuits, Final wiring will now be completed in the modulator compartment. 


FINAL WIRING IN THE MODULATOR COMPARTMENT 


Refer to Pictorial 21 for following steps: 


unt a 3 lug (center ground) terminal strip on the modulator compartment side of hole FA, 
osition as shown. Use a #6-32 x 1/4" RHMS with a lockwasher under the nut, 
Connect the two free red wires and the blue wire to FA-1 (83). 


SS a 


Pictorial 21 


b pied Ronis 


{ Pie 10 K ohm tab mount control and mount it on the bias control mounting bracket as 
shown, Mount on the side away from the bend and secure by twisting the mounting tabs, 


( Locate the selenium rectifier and mount it and the pias control bracket at location HH as. 
shown, placing the rectifier mounting stud through the hole in the bracket flange, then through 
the hole in the chassis. Secure with a #6 nut and lockwasher. 


( Connect the free gray harness wire to lug 1 (+) of the selenium rectifier (S1). Dress this 
wire ‘ar from V7 as possible where it breaks out of the harness, 


( Connect a 6.8 Kohm (blue-gray-red) 1 watt resistor between lug 2 of the selenium rectifier 
(81) and FA-3 (NS). 


( ‘ing hookup wire, connect lug 1 of the 10 K ohm bias control (S1) to FA-3 (Ns). 

( uy €onnect the black lead from the drive transformer tolug 2 of the 10 Kohm bias control (S1). 

{ ) Using hookup wire, connect lug 3 of the 10 K ohm bias control (81) to FA-2 (81). 

( \)-Connect the negative lead of a 100 mf, 50 V electrolytic capacitor to FA-3 (83) and the pos- 
itive lead to the small solder lug under the socket V19 mounting screw (S1), positioning the 
capacitor as shown under the rectifier, 

This completes final wiring in the modulator compartment, 


FINAL WIRING IN THE FINAL AMPLIFIER GRID CIRCUIT COMPARTMENT 


NOTE: Refer to Pictorial 22. To facilitate wiring, remove the coaxial cable inner conductors 
previously connected temporarily to mode switch lugs GD-26 and GD-29. 


( wie a 12" length of orange hookup wire, connect control lug CQ-2(81)to V4-7 ($1). Route 


wire shown. 
( Re 1/2" length of yellow hookup wire, connect CQ-1(S~1)to terminal strip CJ-1 {NS), 


t \-Connect a 470 K ohm (yellow-violet-yellow) 1/2 watt resistor between CQ-3 (81) and GA-1 
(S1)._ . 


( Using a 6" lengthof orange hookup wire, connect one end to GD-13 (S1).. Pass the other end 
through V4-5 (NS) to V4-6 (G1). Now solder V4-5 (S1). 


(Using orange hookup wire, connect GD-17 (S2) to CB-1 (NS). 

oe — 
( oe orange hookup wire, connect control CR-2 ($1) to CJ-3 (NS). Route wire as shown, 
( ‘f Using orange hookup wire, connect CR-3 ($1) to CB-3 (NS). 


(T Using #18 hookup wire, connect GC-2 (NS) to GD-4 (S1). Route wire along side of compart- 
ehind the tube and control bracket as shown, 


on a 4,7 K ohm (yellow-violet-red) 1 watt resistor between CB~-4 (82) and CB-3 (NS). 
( Connect an 8.2 K ohm (gray-red-red) 1 watt resistor between CB-3 (S3) and CB-2 (N8). 
( ae a 4,7 K ohm (yellow-violet-red) 1 watt resistor between CB-2 ($3) and CB-1 (NS). 
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Pictorial 22 


( )€onnect a 2.2 K ohm (red-red-red) 1 watt resistor between CR-1 (81) and CB-1 (83), 
(.}Connect.a .005 mf disc capacitor between CJ-1 (NS) and CJ-2 {S1), 

( YConnect a 5.55 ohm, 1/2 watt precision resistor between CJ-1 (NS) and CI-2 (NS), 

{ }Connect a 3.9 K ohm (orange-white-red) 1 watt resistor between CJ-1 (S5) and CJ-3 (82). 
( }-connect a .005 mf disc capacitor between CI42 (NS) and the solder lug CH (NS). 


( L-Gemrect a 47 mmf mica (yellow-violet-black) capacitor between CI-1 (NS) and solder lug CH 
($3). Position against the chassis. 


( -eonnect a 1.1 mh RFC between CI-2 (84) and CI-1 (NS). Position as far from GC-2 as 
‘ible. 
{ onnect one lead of a 15 K ohm, 10 watt resistor to GC-2 (S4), Pass the other end through 
JS-1 (NS) to JS-2 (NS), Now solder JS-1 (S1), Position against chassis. 


(Connect a second 15 K ohm, 10 watt resistor between GC-1 (NS) and JS-2 (S2). Position 
it chassis. 


( Connect a 5 K ohm, 7 watt resistor between GC-1 (53) and GB-1 (S1). Position against 


as, 

( ng red hookup wire, connect GB-2 (S2) to GD-14 (82 Nowld £ [= 

( Cut a 3 1/2" length of #16 bare wire and cover it with a 3" length of insulated sleeving. 
Insert the wire through the hole in the top plate directly under mode switch GD-34 and con- 
nect one end to GD-34 (S1). The free end of this wire in the final amplifier compartment 

jltte positioned later to provide final amplifier neutralization. 

( Using #16 bare wire, connect the solder lug on standoff insulator FK (S1) to mode switch lug 
GD-28 (S1). Run lead direct, as shown. 

( Connect the coax center conductor from hole JQ to GD-29 (S1). 


( w Connect the coax center conductor from JR to GD-26 (S1). 
( )} Using #16 bare wire, connect GD-27 (S1) to CI-1 (85), Run lead direct, as shown. 


This completes final wiring in the final amplifier grid circuit compartment, All under chassis 
wiring is now complete, Pick out all pieces of loose wire, turn the transmitter over and set it 
aside temporarily. 


ASSEMBLY AND INSTALLATION OF THE DIAL MECHANISM 


( Refer carefully to Figures 25 and 26. Locate the parts illustrated and note their desig- 
nation. Parts will be given two letter designations (XA, XB, etc.,), and holes will be num-~- 
bered, The gear train will be assembled first, then the dial drum, The Figures presented 


here will be worth more than all the words that could be used to describe this assembly 
process, A complete understanding of the pictorials before starting will result in a rather 
simple assembly job. 


NOTE: This dial mechanism is used in both the Heathkit TX-1 “Apache” and the RX-1 “Mohawk”. 
Therefore, in the interest of standardization, some holes will not be utilized in several of the 
parts. These will be pointed out during assembly. 


(*) Place the backplate XA on the top of an open cardboard box with the flanged side of the bronze 
bearings up and the narrow side toward you, as in Figure 25. Placing the unit on a box al- 
lows it to be flat but permits the shafts to be inserted through the bearings and supports 
them in position, From time totime it will be necessary to pick up the backplate for assem- 
bly purposes, but returning it ta the “reference” position will make the assembly instructions 
clearer, 
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( tes the two shouldered spacers XC, one at location 7 and one at location 8. Use #6-32 x 
3/8" RHMS and #6 flat washers, inserting the screws from the back of the plate. 


Le 
( 4 Locate the drive gear shaft XE with the drive gear assembled to it. Also locate the dial stop 
cam and start a #8-32 x 1/4" Allen head setscrew into the hub. 


(*) Slip the cam over the long end of shaft XE with the bushing side of the cam toward the end 
of the shaft, as shown. Temporarily secure the cam onthe shaft with the bushing face 13/16" 
from the end of the shaft. 

( Slip the cam end of the shaft XE into the bearing at 6 on the back plate, 

( 4 Locate the pinion gear shaft XF with the pinion gear assembled to it. Press the 7/16" roll 
pin through the hole in shaft XF until one end is flush with the surface of the shaft. This 
leaves 3/16" of the pin extending from the shaft. 

( 5 Snap.an ''E" retaining ring in the groove of shaft XF. 


( )‘efip the retaining ring end of the shaft into bearing 4 on the back plate until the retaining 
ring is flush against the bearing flange. 
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Figure 26 


NOTE: Hole 5 in the back plate XA is not used, 


( J Locate the dialstoparm XH. In hole 11, mount the cam rider stud XJ. Insert the cam rider 
in hole 11 so the stud extends from the arm in the direction of the flange at the other end 
of the arm, Secure with a #6 nut and lockwasher. 


(°) Insert the shouldered end of the stop arm spacer XG in hole 12 of the arm XH so it extends 
in the same direction as the rider stud. Place a #6 flat washer over a #6-32 x 1/4" RHMS 
and secure in the tapped hole in the shouldered end of XG, Notice that the arm XH now 
pivots freely around the spacer XG, 


(’ ) Now slide the spacer-arm assembly into position over hole 10 on the back plate XA and se- 
cure with a #6-32 x 3/8" RHMS and lockwasher from the back side of the back plate into the 
other tapped hole in XG. 


(/) Referring tothe detail in Figure 25, insert the cluster gear pivot shaft into the nylon cluster 
gear as shown, the small rounded end of the shaft at the end of the cluster gear away from 
the gears, 


(_ ) Slide the cluster gear and shaft into place as shown in Figure 25, so the small rounded end 


of the shaft falls into hole 9 on the back plate with the small nylon gear meshing with the 
large drive gear and the larger nylon gear meshing with the small pinion gear. 


Page 70 


(-¥ Locate the front dial plate XB, the cluster gear tension spring, the 5-40 hex shoulder screw, 
and a 5-40 nut. Place the spring on the screw shoulder, orienting the bent portion of the 
spring as shown, 


CY Place the shouldered screw through hole 33 in the front dial plate with the bent spring end 

“projecting through hole 34, Secure the shouldered screw with a 5-40 nut and bend the end 
of the spring projecting through hole 34 away from the shoulder screw to help keep the spring 
in place. 


(4 Now place the front dial plate in position. The shaft XE will enter bearing 16, the shaft 
XF will enter bearing 17, and the grooved end of the cluster gear pivot shaft will enter the 
slot 32. Mating holes in XB for the spacers XC will be readily apparent. Make sure the 
shoulders of the spacers are properly seated and secure the front plate with #6-82 x 3/8" 
RHMS and #6 washers in each spacer XC, 


NOTE: At slotted hole 32, the grooved end of the cluster gear pivot shaft now projects, The 
free end of the cluster gear tension spring fits in this groove and provides sufficient tension to 
maintaina firm meshwith the other gears. Care should be exercised not to bend this spring end, 


( ) wing pliers, place the tension spring end in the cluster gear pivot shaft groove. 


( “Insert the #4-40 x 1/2""RHMS through hole 14 in the back plate XA from the back side. Se- 
cure with a #4 nut and a #4 lockwasher. 


{ U-TWo small tension springs are provided. Select the one with the weakest tension and insert 
one end in hole 13 on the stop arm XH and slip the other over the top end of the #4-40 screw 
at hole 14, 


{ \-toosen and adjust the cam on shaft XE along the shaft to the point where the shaft will be 
held in place between the two plates, the large drive gear acting as one limit, the cam itself 
as the other, Now, by rotating the cam in small steps, adjust the stop action so the pin hits 
the stop before the arm hits the shaft XF at each end of the cam rotation cycle. Tighten 
securely. 


(Insert the #5-40 x 3/4" RHMS through the hole in the single plastic pulley provided. Place 
a #5 nut on the screw and screw close to the pulley to a point where the pulley just turns 
freely. Place a second #5 nut on the screw and secure against the first. Now place the 
screw through hole 30in front plate XB from the front and secure with a third #5 nut and #6 
lockwasher. Check once again for free rotation of the pulley. 

/ 


f 
{ .) Place the large 3 1/2" dial cord pulley over shaft XE extending from the front plate XB. 
Place with the hub out, and secure. with the face of the hub flush with the end of the shaft. 
Use a #8-32 x 1/4" Allen head set screw. Orient the opening in the rim of the pulley oppo- 
site the shaft XF when the shaft XF is in its full clockwise position. 
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( Aeaatecsia to Figure 26, mount one of the two identical dial drum support brackets at hole 
location 20 at the upper left corner of the back plate XA when observing it inits reference 
position, This left hand bracket is now designated XL. Mount firmly, but not securely as 
yet, with a #6-32 x 3/8" RHMS in the top hole and a #6-32 x 3/4" RHMS in the bottom hole, 

/ using lockwashers-under the nuts. Insert the screws from the bracket side. 


( ) Mount a 3/8" long shaft bushing with a 17/64" ID in hole 21 on bracket XL, positioning as 
shown with the threaded portion out. Secure with a 3/8" nut and lockwasher., 


( Aaa a spade lug on the inside of the bracket XL at hole location 24 with a #6-32 x 1/4" 
_REMS, as shown, using a lockwasher under the nut, 
( ) Locate the plastic calibrated dial drum XP and the end plugs XN and XO, Place plug XN in 
the end of the dial drum at the high end of the calibration and place plug XO in the other end. 
Press in place firmly. 


( )Slip the long dial drum shaft XM through the drum, inserting the end opposite the fixed 
pulley into the hole in XN. Slide the shaft through the drum and out through the bushing on 
plug XO. 


ae 
( Slip the spring XQ, looped end first, over the bushing on XO and place a #6-32 x 1/4" RHMS 
through the loop and into the tapped hole on the bushing. Do not secure the screw as yet. 


(_Y’Now, take the other dial drum support bracket, and mount a spade lug in hole 23 as before. 
This bracket now becomes XK, 

{ )\Mounta second 3/8" long shaft bushing with a 17/64" ID in hole 22 of XK, this time with the 
threaded portion on the inside of the bracket, or opposite to the bushing in XL. Secure with 
a 3/8" nut and lockwasher, 


( insert the shaft end of the dial drum-shaft assembly with the spring mounted on the bushing 
into the bushing on bracket XL, previously installed, Now slip bracket XK over the pulley 
end of the shaft and secure the bracket to the backplate at hole 19, Use #6-32 x 3/8" RHMS 
with.lockwashers, inserting the screws from the bracket side as before. Do not tighten se- 


‘ely yet. 

( Place the dial pointer support piece XR in position on the two spade lugs as shown. The 
notches on the ends face out to clear the pulleys on the end brackets, and the flanges point 
up. Adjust the spacing of the brackets XK and XL until XR drops into place easily. Now 
center the whole drum assembly on the back plate and tighten securely with the screws at 
holes 19 and 20, Secure the dial pointer bracket XR with #6 nuts and lockwashers over the 


pade lugs. 
( Insert the free bent end of the spring XQ through the smallhole 31in XL, Holding the spring 
firmly in place against the bracket with a pair of pliers, bend the short length of spring ex- 
ending from hole 31 on the outside of bracket XL back in the direction it enters the hole at 
the inside, thus forming a squarelJ shaped hook to hold the spring in place, 


(/ ) Hoiding the pulley onthe shaft XM against the bushing in bracket XK, slide the dial drum to- 
ward XL until the bushing XO is flat against the bushing in XL, Adjust for a free turning 
action but do not allow any slop which could upset the dial calibration, Now tighten the #6 
screw in the bushing XO. 

ee the dial mechanism in the “reference” position, rotate the drum from rest (no spring 

tension) in a direction such that the top of the drum moves away from you (CW looking at 
end XK) for about 1/4 of a revolution, thus placing tension on the spring return, Now, hold- 
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ing end plug and bushing XO firmly in position, turnthe plastic dial drum XP so it slides on 
the end plug until the 80 M dial calibration is up (directly in line with the internal drum 
shaft and away from the pack plate), Now, release the drum and proceed with assembly, 


C76n a #6-32 x 1" RHMS, place, in the following order, a #6 metal washer, a 1/8" #6 spacer, 
a second #6 metal washer, and a 3/8" #6 spacer, Now insert the screw through hole 25 in the 
backplate from the front side and secure with a #6 nut and lockwasher. 

( ae bayonet pilot light sockets at locations 26, 27, and 28 as shown on the top of back- 
plate XA. Observe that the sockets all point toward the center, making the mounting posi- 
tion of 28 opposite to 26 and 27, Secure with #6-32 x 3/8" RHMS inserted from the back of 


_.. the backplate, placing #6 solder lugs under the screw heads on the sockets. Bend lugs up 
aX at right angles to clear the drum. NOTE: Hole 29 is not used. 


{ sing #20 bare wire, connect the bottom socket lug to the near solder lug on each socket 
and solder all six connections, 


( sing orange hookup wire, connect the remaining (top) lug of bayonet socket 26 (S1) to the 
top Jug of bayonet socket 27 (NS). 

( \)“Again, using orange hookup wire, connect the top lug of bayonet socket 27 (82) to the top lug 
of bayonet socket 28 (NS). 


( lace the transmitter resting on the rear apron and the transformers so the front is up, 
Remove the shaft bushing at FE and the nut on the shaft at FD. 


(¥) Onthedrive shaft extending from the rear of the dial mechanism backplate, place the brass 
tuning drive gear, sliding the gear on the shaft teeth first, Start a #8-32 x 1/4” Allen head 
set screw in the hub, Position with the set screw toward the top of the backplate with the 
tuning knob shaft full CCW, Secure temporarily with the face of the hub flush with the end 
of the shaft. 


| TF 


Figure 28 


| 
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(“) Place the dial mechanism in place, as shown, in Figure 28 over the switch shaft at FD. The 
three bottom holes on the back plate will line up with FE, FD, and FH. Place a #6 fiber 
washer over the long bracket mounting screw at the top left side of the mechanism and then 

fisert the screw into hole KE in the front panel of the final amplifier shield, 


“ 
(_) Reinstall the bushing at FE and install a 3/8" long shaft bushing with a 17/64" ID at FH in 
the same manner, inserting from the front side of the partition. Tighten securely with a 
3/8" nut and lockwasher, 


( \aGingtall the nut over the shaft bushing at FD and tighten. 


( zy Install a #6 lockwasher and nut on the screw protruding from hole KE on the inside of the 
final amplifier shield and tighten, 


( -)Place the anti-backlash VFO drive gear on the VFO capacitor shaft, after starting a #8-32 
x 1/4" Allen head set screw in the hub, Install hub first, slide the gear on as far as it will 
go, and tighten the set screw securely. 


( ’) Run #6 sheet metal screws into all the VFO cover plate holes, then remove the screws and 
plate entirely. This will make reassembly later much easier since the threads will have 
Seen already cut, 

, 


( 4 Sef the VFO capacitor to approximately full mesh and remove the nut from the VFO switch 
shaft bushing on the bottom of the sub-chassis. 
( 


Set the three 15 mmf VFO trimmer capacitors to full open (plates unmeshed), Now scratch 
or/paint a mark on each trimmer shaft and a corresponding mark on the chassis next to each 
shaft so the full open position can be determined for each capacitor after the VFO cover 

late is secured, 


(\¥ Cut the three wires coming up from the grommet BA to a length of 3 1/4" above the chassis 


and strip the ends for 1/2", 
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Figure 29 


( Referring to Figure 29 set the VFO sub-chassis in position on the chassis top plate, with the 
switch bushing through the chassis top plate slotted hole AB, Replace the nut on the switch 
bushing but do not tighten, Notice that the four small holes in the bottom of the VFO sub- 
chassis now line up with the four small slotted holes in the top plate. Insert #6 sheet metal 
screws from the under side of the chassis through the slotted holes into the four smal] holes 

Ge VFO sub~chassis. Do not tighten completely as yet. 

( 


Place tension on the anti-backlash gear by rotating one half of the gear past the other for a 
distance of one tooth, Hold the tension witha screwdriver or fingers and slide the VFO sub- 
chassis inward until the two gears mesh, Now adjust the final position of the VFO until full 
mesh, without binding, is obtained, then tighten the nut on the switch bushing and screw the 
fouy’sheet metal screws down securely, Check the gear mesh once again after securing and 


readjust if necessary. 


egfacitor C (S1), the green wire to feed 
rough capacitor A. (S1) 


-through capacitor B (81) and the blue wire to feed- 


(4 Ref ‘ting to Figure 30, connect the orange wire from grommet BA to VFO feed-through 
fe 


oe phono plug on the end of the coaxial cable into the phono jack on the top of the VFO. 


(A String the pointer drive dial cord, as follows, referring to Figure 36A: Rotate the tuning 
shaft full CW. Using the full length of dial cord supplied, make a small secure loop (See 
Figure 36B) in one end and place over hook 1 on the drive pulley. Now, pass the cord 
through the opening on the rim of the pulley; make one complete CW turn on the pulley, and 
pass up and over the small plastic pulley on the front plate. Then route the cord to the left 


fe 


Figure 30 


we 


40-116A 


a 


F 40-1168 


and up over the two plastic pulleys on the left bracket, across the pointer bracket laying the 
cord behind the front flange. Finally, run the cord down over the two plastic pulleys on the 
right bracket, then tothe left and, startingfrom the opening in the pulley rim, make one more 
complete CW turn, then pass the cord up through the rim opening. Place one end of the re- 
aining small tension spring over hook 2 of the pulley and pass the free end of the dialcord 
rough the other end of the spring, Pull the string taut enough to stretch the spring about 
3/8" and secure the string to the spring with several overhand knots, 


(V) With the dial mechanism still full CW, place the pointer in place on the front flange of the 
pointer bracket. Slip the dial cord between the center prong and the two end prongs on the 
back of the pointer, then slide the pointer upscale until it is about 1/8" beyond the “4000” 
calibration mark on the 80 M band scale and secure lightly by pinching the center and end 
prongs together. Now rotate the dial mechanism full CCW and note position of the pointer 
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below the “3500” calibration, Ifnot equalto the upper off-scale position, readjust the point- 
er ation until the upper and lower off-scale positions are equal. If pointer does not ride 
wane guide smoothly, sand the guide with emery cloth or fine sandpaper and oil lightly. 

( low rotate the tuning shaft until the pointer is set exactly at 3500 KC on the 80 M scale. 
Loosen the set screw on the brass drive gear on the rear of the back plate. Using a small 
mirror, such as a compact or hand mirror, or a piece of a larger broken mirror, position 
as shown in Figure 30 so that, when looking down on the transmitter, it is possible to sight 
through the small U shaped opening on the bottom edge of the rear ceramic stator support 
of the 'O tuning capacitor. 


( \) ith the dial pointer set on 3500 KC, rotate the now free brass tuning drive gear while ob- 
serving the rotor and stator plates through the U shaped opening in the back of the VFO ca- 
pacitor as described above. As the VFO capacitor plates approach and pass through full 
mesh, a V shaped space will be formed by the rotor and stator plates, as viewed in the 
mirroy. Set the V to its maximum size and then tighten the set screw in the brass tuning 
driyé gear securely, 


( yRe ce the VFO sub-chassis cover plaie and secure with ten #6 sheet metal screws, 


(jy Install the right dial mechanism support bracket as shown in Figure 31 Remove the nut and 
lockwasher from the bottom right dial drum support bracket mounting screw, place the 
bracket over the screw, and then replace the lockwasher and nut. Donot tighten as yet. Se- 
cure the other end to the VFO sub-chassis by means of the top rear sheet metal screw on 
the end of the VFO sub-chassis, Now tighten the nut on the bracket mounting screw. 


Figure 31 


PANEL, LINKAGE, AND DRIVE ASSEMBLY AND INSTALLATION 


( Locate the long phosphor bronze band and two band drive pulleys. Secure the center of the 
band to rim of one of the pulleys with a #6-32 x 1/4" RHMS through the hole in the band into 
the tapped hole in the pulley. Do not use a lockwasher. Start a #8-32 x 1/4" Allen head set 
screw in the pulley hub, 
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{ Locate the final tune drive shaft, This is 
the plain shaft with a single groove near 
the flatted end, Referring to Pictorial 23 
and Figure 32, mount a 9/16" long shaft 
bushing with a 1/4" ID in slotted hole E 
on the front apron, inserting through the 
hole from the rear of the apron. Secure 
temporarily with a 3/8" nut. Do not use 
a lockwasher, Insert the plain end of the 
shaft through bushing E from the front of 


INNER APRON FRONT APRON 


BUSHING 
946" LONG 
aa 1D 


PULLEY 
BUSHING 


3/8" LONG 


i NO LOCKWASHER 
ave" NUT a 


LOCK WASHER 


SHAFT —"E* RETAIN 
RING 


the chassis, then through the band drive 
pulley with the band secured to it, entering 
from the hub side. Now slide the shaft 
into the bushing FE on the inner front 
apron, Insert an E retaining ring in the 
shaft groove. Slide the pulley toward FE 
unt the shaft is positioned snugly between both shaft bushings by the retaining ring and 
ley. Now tighten the pulley set screw temporarily. 


Figure 32 


With the hub towards the final amplifier shield, secure the two free ends of the long band to 
the rim of a second band drive pulley, using a #6-32 x 1/4" RHMS through the hole in each 
end of the band and into the tapped hole in the pulley rim. Donot tighten yet, and do not use 
a logkwasher. Start an #8-32 x 1/4" Allen head set screw in the pulley hub. 


retching the band tight, slip the band drive pulley over the final amplifier tuning capacitor 
shaft until the two pulleys are in line with one another. Now, tighten the screw holding the 
bands in place. 


/ 

( X Usinga screwdriver in the slot on the end of the final tuning capacitor shaft, set the capac- 
itor full open (rotor and stator unmeshed), Now loosen the pulley set screw on the drive 
shaft installed at E. Rotate the band drive full CCW and then set the flat on the drive shaft 
so it faces to the right. Now, with the capacitor full open, the band drive full CCW, and the 
drive shaft flat facing right, tighten both pulley set screws securely, 


( A Locate the two single link arms, the dual link arm, and the long and short links, Start #8- 
32 x 1/4” Allen head set screws in the three hubs, Refer to Figure 33 for the link drive as- 
sembly. When securing the link to the arms, use a #6-32 x 3/8" RHMS, Place a #6 flat 
washer next to the screw head, then slip a #6 x 1/8" spacer on the screw. Insert the group 
through the hole in the link, through another #6 flat washer, then pass the screw through 
the hole in the end of the link arm and secure with a #6 lockwasher and nut. The link is 
always secured on the side of the link arm away from the hub, as shown, 


(*) Rotate the final band switch full CCW. Referring to Pictorial 23, place the single link arm 
on the end of the long link on the final band switch shaft hub first, Position with the link 
arm flush with the end of the switch shaft and tighten the set screw securely on the flat of 
the shaft, Now rotate the final band switch full CW. 


&_) Locate the band switch shaft. This is the shaft with two flats on it. Refer to Figure 34. 
Mount a 9/16" long shaft bushing with a 1/4''ID at hole F as was done at hole E. Insert 
from the rear of the front apron and secure temporarily with a 3/8" nut. Slide the end of 
the band switch shaft with the plain end through the bushing F from the front, then through 
the hub of the dual link arm. (At this time, slip the single link arm on the end of the short 
link over the exciter band switch shaft FD), See Pictorial 23. Slip the 1 1/4" string pulley 
on the end of the band switch shaft, hub first, then slide the shaft on through bushing FH on 
the inner front apron. Position the shaft until both grooves are visible between the shaft 
bushings, then insert an E retaining ring in each groove. 
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Figure 33 


Position the dual link arm on the flat on the 
shaft so the long link is parallel to the front bcislosi tae 
of the chassis and then tighten the dual link 
arm set screw on the flat, 


Rotate the exciter band switch shaft FD and 
thefinal band switch to their mid-positions 
(two positions from either full CW or CCW). 
Tighten the remaining single link arm set 
screw onthe exciter band switch shaft after 
positioning the arm so the short link is 
parallel to the front of the chassis. Use the 
long arm of the Allen wrench to gain access 
to the set screw. 


Figure 34 


Temporarily install one of the two 1 3/4" knobs on the band switch shaft using #8-32 x 1/4" 
Allen head set screws, Set the set screw opposite the pointer on the shaft flat. Rotate the 
band switch linkage through its entire travel several times to check for proper positive op- 
eration, full indexing of each switch, and clearance. A minor adjustment of the link arm on 
the exciter band switch shaft will correct any trouble with faulty indexing. Leave the band 
switch in its middle position as indicated by the knob pointer being straight up. Now turn 
the chassis up on end, resting on the left side. 


Looking at the VFO switch shaft from the bottom of the chassis, rotate it to the full CCW 
position. Locate the VFO switch drive plate, This is the plate with four cogs on it, Start 
a #8-32 x 1/4" Allen head set screw in the hub and then slip the plate on the VFO switch 
shaft plate first (hub out) and secure with the hub face flush with the end of the shaft by tight- 
ening the set screw on the shaft flat. Refer to Figure 35. 
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Figure 35 


() Rotate the VFO switch shaft two steps in the CW direction. Locate the band switch drive 
plate, which is the plate with three cogs onit and start a #8-32 x 1/4" Allen head set screw 
into the hub. Position the band switch drive plate so the cogs of the two plates mesh as 
shown in Figure 35. Before securing the set screw on the shaft flat, further position the 
band switch drive plate so its cogs are about 1/32" from the cog base edge of the VFO drive 
plate. Now secure the band switch drive plate set screw. 


(“) Rotate the band switch through its entire travel several times, using a firm indexing action 
with the wrist. Notice that as the band switch is rotated CW from full CCW, that the VFO 
band switch is actuated twice, skipped once, then actuated once more. If any binding between 
the drive plates is causing sluggish action, readjust the spacing between the plates by re- 
locating the band switch drive plate on the band switch shaft, Leave the band switch in the 
20 M or middle position (the knob pointer straight up). 


(>) Place the transmitter down on the bench in its proper position, with the space between the 
/ front and inner front aprons overhanging the edge of the bench. 


¢“) Secure a small loop in one end of the remaining length of dial cord, Referring to Figure 36 
slip the loop over the prong in the gap on the rim of the small pulley at the right end of the 
dial drum. Looking at the end of the drum from this end, make at least twofullturns with 
the cord in a CW direction around the pulley, then allow the other end to hang free tempor- 
arily. The cord should be coming down off the rear of the nulley, as shown, 
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Referring to Figure 36, without pulling the string tight enough to rotate the dial drum, make 
one turn around the pulley on the band switch shaft with the free end of the cord from the 
pulley on the dial drum shaft. Make sure the cord is still in place on the dial drum pulley. 
Now cut the cord where it comes off the pulley on the band switch shaft and secure a small 
loop in the free end of the cord, 


Place the loop just formed over the hook on the band switch pulley and route the cord out 
throughthe gap inthe pulley rim as shown in Figure 36A. Now rotate the pulley, which should 
still be free on the shaft, in a CW direction until, with the band switch in the 20 M position, 
the 20 M scale on the dial drum is foremost. Now tighten the pulley set screw temporarily 
after positioning the pulley on the band switch shaft so it is clear of the links and the cord 
runs parallel to the dial mechanism back plate. NOTE: If access to the set screw on the 
pulley is difficult, place the band switch in some other position and set the pulley so the pro- 
per scale is foremost, 


Make a final check of the band switch by rotating through its entire travel, noting that the 
various band dial calibrations appear foremost on the dial drum for the corresponding band 


switch position. 
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( ) Split one end of the line cord for a distance of 2" and strip and tin 1/4" of each lead, Re- 
ferring to Figure 37, insert this end through the grommet in the line cord terminal cover, 
tiean electrician's knot as shown, and con- 
nect one lead to one line cord terminal (S2) 


and the other lead to the second line cord 


terminal (S2). Depending on the type of sol- 
dering iron used, it may or may not be nec- 
essary to remove the cover for this connec- 
tion. In either case, secure the cover mount- 
ing screws after the connection has been 
made, using lockwashers under the nuts. 


( 


Install the fuse plug on the other end of the 
line cord as follows: Open the plug to ex- 
pose the screwterminals. Splitthe cordap- 
proximately 1" back fromthe endand sepa- 
rate the leads. Strip the end of the leads 
back 1/2" and tin the bare strands lightly. 
Position the cord in the "bell" of the plug, 
run the leads along the separate channels 
provided and connect the wires tothe screw 
terminalis with a hook inthe same direction 
as the screw rotation. Figure 37 


Reassemble the plug and install two type 3AG fuses rated not higher than 8 amperes. Two 
7 amp Slo-Blo fuses are supplied 


NOTE: Use care in the following steps involving front panel assembly to prevent marring the 
panel and escutcheons. 


eo 24 for the following steps: 
(_) On the front panel, mount a SPST toggle switch in the “POWER, OFF-ON? location, Adjust 


one mounting nut on the rear side of the panel so as to allow only enough bushing to project 
from the front panel for the second mounting nut, Place the lockwasher between the rear 
mounting nut and the panel and secure the switch by tightening the rear nut to prevent mar- 
ring the front panel. Orient the switch as shown, in the horizontal position with the lugs 


down, ° 
{ tens toggle switch at the “TUNE-OPERATE?” location in the same manner as above, 


( ount 2 DPST toggle switch in the “STANDBY-TRANSMIT” location in the same manner as 
above, Orient with the side of the switch marked “ON” toward the “TRANSMIT” position, 
Before mounting, carefully bend all four lugs down and out, as shown. 


( ount the HV indicator candelabra socket in the hole above the “TUNE-OPERATE?” switch, 
Oysent as shown and secure. 


( W Mount the meter switch at the “METER? position, Useacontrol solder lug on the back side 
of the panel and a flat washer and nut on the front, Rotate the switch full CCW and orient so 
the lug and rotor arrangement correspond to that inthe pictorial, Place the solder lug point- 
ing down, as shown, 


( ount the 25 K, 4 watt potentiometer at the “DRIVE” location, Orient as shown, with the 
lugs down. Use a control solder lug and position under lug 1 of the control. Use a flat washer 


apd 3/8" nut on the front side of the panel. 
( Mount the SPST pushbutton at the “SPOTTING” location. Use acontrol solder lug and orient 
the pushbutton and lug as shown and secure with a 3/8" nut and flat washer. 
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( | wont a 9/ 8" long shaft bushing with a 1/4" ID at the loading location, and a 9/16" long shaft 
ushing with a 1/4" ID at the driver location, Insert from the front side of the panel and se- 


cure a 3/8" nut and lockwasher, 
( ‘ount-the long dial escutcheon on the front of the panel in the long narrow rectangular hole 


at the top of the panel. Secure with four #4-40 x 1/4" RHMS with #4 lockwashers under the 
screw heads. Usecare in this and succeeding steps not to crack the glass in this escutcheon. 


Ya Locate the meter mounting bracket, the meter, and two bayonet pilot light sockets. Mount 
the meter on the bracket, with the face between the flanges and the top of the meter toward 
the two holes in the flanges. Secure the meter firmly, but not too tightly, with the hardware 
supplied with the meter, placing a solder lug under each of the two top mounting nuts. Re- 
move the shorting clip from the meter. Adjust the meter to read zero before mounting. 

(YY Place the meter panel escutcheon in place on the front side of the panel in the smaller rec- 
tangular hole. Place the meter bracket assembly in place on the back side of the panel and, 
using #4-40 x 3/8" RHMS with lockwashers under the heads of the screws, secure the brack~ 
et and escutcheon to the panel by passing the mounting screws through the holes in the brack- 
et flanges, through the panel holes and into the tapped holes in the escutcheon. 


C9 Mount the bayonet sockets on each side of the meter bracket, using #6-32 x 1/4" RHMS 
hardware in the holes at the top of the bracket flanges. Orient the sockets in a vertical po- 
sition, pointing down, as shown, andsecure. Bend the lugs on the sockets to clear, as shown. 


(x) Connect a #20 bare wire from lug 1 of the bayonet socket on the meter bracket nearest the 
panel edge (S1) to the near solder lug under the meter mounting nut (NS). 


(.) Using orange hookup wire, connect lug 2 of the bayonet socket on the meter bracket nearest 
the panel edge (NS) to lug 2 of the other bayonet socket on the bracket (NS). 


(.) Connect a #20 bare wire from lug 1 of the second bayonet socket on the meter bracket (S81) 
through the near solder lug under the meter mounting nut (NS), to lug 2 of the meter switch 

x (NS). 

(\) Connect a .005 mf disc capacitor between the negative meter terminal (nearest to panel edge) 
(NS) and the near solder lug under the meter mounting nut (82). 


(+) Connect a .005 mf dise capacitor between the positive meter terminal (furthest from edge) 
(NS) and the near solder lug under the meter mounting nut (S2). 


(-) Connect a 2.7 K ohm (red-violet-red) 2 watt resistor between lug 1 of the “TUNE-OPERATE” 
switch ($1) and the ground lug under the meter switch (NS). Use sleeving on the lead to the 
switch, 


(4) Using #18 hookup wire, connect lug 2 ofthe power switch (NS) to lug 1 of the plate switch (S1), 

(°) Cut a 17" length of yellow hookup wire and strip the ends. Connect one end to lug 2 of the 
power switch (NS). Route wire up to the top of the panel and leave the other end free tem- 
porarily. 

(+) Using oranwe hookup wire, connect lug 2 of the plate switch (NS) to lug 2 of the HV indicator 
lamp socket (S1). Route wire‘as shown and place flat against panel. 

(-) Cut a 12" length of yellow wire and strip the ends. Connect one end to lug 1 of the HV in- 
dicator lamp (NS). Now twist this wire around the free wire connected to lug 2 of the power 
switch and leave the twisted pair free temporarily. 

(- ) Using #20 bare wire, pass one end through lug Gof the meter switch (NS), through lug 4(NS), 
through lug 3 (NS), through lug 2 (NS), and connect tothe meter switch ground lug (NS). Now 
solder lug 6 (S1), lug 4 (81), lug 3 (S1), and lug 2 (82). 

(.) Connect a #20 bare wire between lug 4 of the plate switch (S1) and the ground lug under the 
meter switch (S3). 

&) Bend the solder lug under the "DRIVE" control to touch lug 1 of the control and solder the 
connection. 
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4 Bend the solder lug under the spotting pushbutton to touch lug 1 of the pushbutto# and solder 
the connection, 


a) Using orange hookup wire, connect lug 1 of the meter switch (S1) to the solder lug on the 
negative terminal of the meter (S2). The negative meter terminal is nearest to the panel 
end, 


() Using blue hookup wire, connect lug 7 of the meter switch (S1) to the solder lug on the posi- 
: tive terminal of the meter ($2). Twisting the blue wire around the orange, as shown, will 
give a neater appearance, 


( Palgests the driver tune shaft and insert in the shaft bushing at the “DRIVER” location on the 
ront panel so the end 3/8" from the near groove extends out from the bushing on the front 
side of the panel. Snap E retaining rings in each groove on each side of the bushing so as 


to hold the shaft in place. 
( ocate the two remaining band drive pulleys and the shaft band. Place a band drive pulley, 


hub first, onthe end of the driver tune shaft extending from the back of the panel and secure 
with a #8-32 x 1/4" Allenhead set screw so the pulley face and shaft end are flush with one 
another, 


( ae the center of the short band to the panel mounted pulley with a #6-32 x 1/4" RHMS 
through the hole in the band into the tapped hole in the pulley rim. 


{ +Secure the ends of the band to the second pulley rim with a #6-32 x 1/4" RHMS so as to form 
a loop, with the second pulley hanging free. Secure the free pulley with its hub facing in the 
oppogite direction as the panel mounted pulley or toward the inner front apron of the chassis. 

( \ Xemove any knobs placed on the shafts extending from the front apron of the chassis. Now 
remove the nuts temporarily installed on the shaft bushings at C, D, E and F, Remove the 
« retaining ring at D. 

( Place the panel in position in front of the front chassis apron but do not slide over the bush- 
ings as yet. Notice that the panel will be held to the chassis by the bushings at C, D, E, and 
F, plus the mike connector at A, the gain control at B, and the key jack at G. Support the 

anel temporarily with a length of wire, as shownin Pictorial 25. 


( Referring to Pictorial 25 at BO-15, connect the yellow wire to lug 2 of the “SPOTTING” 
pushbutton ($1). Leave the orange wire free temporarily. 


( ) At BO-16, connect the blue wire to lug 2 of the "DRIVE" control (S1) and the orange wire to 
lug 3 of the DRIVE” control (81). 


At BO*17, connect the wires in this group to the meter switch as follows: 
wes yellow to lug 10 (S1). 

( 4 The white to lug 5 (S1). 

( Ayre blue to lug 8 (S1). 

(A The green to lug 9 ($1). 

(/) The gray to lug 11 (81). 

{ 6 The brown to lug 12 (81). 


(/) Leave the two shielded wires at BO-18 free temporarily. 
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ae end of the harness, connect the remaining wires of BO-18 and BO-19 as follows: 


( 
( vf ‘The heavy brown to lug 2 of the plate switch (S2). 


The black to lug 3 of the plate switch (S1). 


oe to lug 2 of the power switch (S3). 


( The brown to lug 3 of the ''TUNE-OPERATE" switch (S1). 


oy 


( \) The red to lug 2 of the "TUNE-OPERATE" switch (S1). 


( yore to lug 1 of the power switch (S1). 

( 4 Thegray to lug 1 of the HV indicator lamp socket (S2), 

( rahe to lug 2 of the bayonet socket on the panel edge side of the meter bracket (S2). 
{7 Locate the L shaped front panel escutcheon and place the Heathkit nameplate in position in 


the two small holes provided in. the upper right end of the escutcheon. Clip the plastic studs 
to within 1/8" of the back of the escutcheon and secure the nameplate by touching the studs 


with_a hot iron to form a retaining shoulder of plastic on the stud. 
Ae a #47 pilot lamp in each bayonet socket on the meter mountingbracket. Nowbend the 


sockets so the bulbs touch the meter case. 


DRIVER TUNE 
CAPACITOR SHAFT 


Figure 38 


( stall the 3 watt candelabra base lamp in the HV indicator socket. 


Cx Slip the panel over the bushings at C, D, E and F, placing the free band drive over the front 
apron, Notice the VFO-tuning shaft comes through its mating clearance hole in the panel 
and no bushing is used, Now placethe L shaped front panel escutcheon in place on the same 
bushings, then place 3/8" flat washers over the bushings and secure the panel and escutcheon 
lightly with 3/8" nuts on the bushings. 


(¥) Referring to Figure 38, mount the .5 megohm potentiometer with the 9/16" long bushing at 
the “GAIN” location, using acontrol solder lug on the rear of the front apron and a 3/8" flat 
washer and nut on the front of the panel. Orient the lugs and solder lug as shown, lugs to 
the left and the solder lug under lug 1 of the control. Do not secure tightly as yet. 
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0) Mount the mike connector at the “MIKE” location on the panel, placing a 3/8" lockwasher 
under the nut on the rear side of the chassis front apron, Secure lightly. 


7 
() Mount the key jack at the “KEY? location and orient as shown. Use $/8" flat washer and nut 
on the front of the panel, Do not secure tightly as yet. 


a) Adjust the bottom edge of the panel even with the chassis bottom, and then secure all the 
nuts on the components and bushings holding the panel to the chassis. Replace the “E” re- 
taining ring at D. 


“~:) Rest the transmitter on its left end once again. At BO-18 connect the black lead from the 
two conductor shielded cable to lug 2 of the gain control ($1) and the red lead to lug 3 ($1). 
Bend the ground lug to touch lug 1 of the control and connect the shield pigtail to lug 1 of the 
control, Now solder the entire connection at lug 1 of the control (82). 


Neer 
(x) Pass the center conductor of the remaining shielded wire through the contact hole in the 
* mike connector and solder. Trim off any excess wire from the center contact. 


A Connect the remaining orange wire at BO-15 to lug 1 of the key jack (S1). 
( ) Bend lugs 2 and 3 of the key jack together and solder. 
( ) Dress all wiring against the back of the panel to clear the moving parts, 


( ) Slip the-free band drive pulley over the driver tune capacitor shaft, hub first, and secure 
in line with the panel mounted pulley with a #8-32 x 1/4" Allen head set screw. Loosen or 
remove the panel mounted pulley shaft bushing, if necessary, to slide the free pulley on the 
capacitor shaft. Position with capacitor at full mesh with band drive full CW. 


WW) Rotate the band switch through its entire travel and check to make sure the linkage clears 
all electrical connections on the back of the panel, especially those on the plate switch. 
Bend the switch lugs or reposition the linkage, if necessary. 


ve) Referring to Figure 39, place the transmitter back in its normal position. Slide the plain 4" 
loading capacitor extension shaft through the bushing at the “LOADING” location on the front 
panel, through the bushing in the final amplifier shield, and into the shaft coupling previously 
installed. Position with about 3/8" of the shaft extending from the front panel bushing and 
secure the shaft coupling set screw. 


“) Locate the two aluminum plate caps and start #6-32 x 1/4" set screws in the tapped holes 
on the sides of the caps, Place thecaps, one each, on the plate connections of the 6146 final 
amplifier tubes and secure with the set screws, 


(-) Install the 6146 tubes in their sockets at V5 and V6, observing the keyway orientation be- 
tween tube and socket. See Figure 39, 


( ) Install a 6AQ5 tube at V4, observing orientation between tube pins and the socket. 


(.') Screw one end of the 500 mmf, 5 KV ceramic capacitor on the vertically oriented spade lug 
mounted on final tuning capacitor lug 2. Secure firmly. 


(..) Mount a #6 solder lug with a #6-32 x 1/4" RHMS on the other end of the 500 mmf, 5 KV cer- 
amic capacitor. Bend up as shown, 


( -} Mount a #6 solder lug on the top of each 6146 plate cap using a #6-32 x 1/4" RHMS. Orient 
as shown, 
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Cd Connect a parasitic choke, 45-13, (the small coil wound on a composition resistor) between 
“ the solder lug on the plate cap of V6 (S81) and lug 2 of the 1 mh RFC (NS). 


Y Pass one end of a second parasitic choke through lug 2 of the 1 mh RFC (NS) to the solder 
lug on the 500 mmf 5 K ceramic capacitor (81), Connect the other lead to the solder lug on 
the plate cap of V5 (S1). Now solder RFC lug 2 (S2). 


MOUNTING OF FINAL AMPLIFIER SHIELD TOP PLATE AND BLOWER 


04 Place a rubber shock mounting grommet in 
hole A and in hole B on the shield top plate, 
as shown in Detail 1. The shock mounting 
grommets are the larger flat grommets with 
a small hole in the center. 


(_¥ Mount the blower motor on the shield top. 

“plate, as shown in Detail 1. Make sure the 
motor and plate are oriented to agree with : 
the illustration. The motor will be on the Sol%RBENE SURE 
topside of the installed plate with the shaft 
extending down through hole C. Place a #10 
lockwasher, then a #10 flat washer on each 
of the #10-32 x 3/8" Phillips head mounting 
screws and secure the motor on the shock 
mounts firmly, but not too tightly. Secur- 
ing the screws too tightly will reduce the Detail 1 
effectiveness of the shock mounting. 
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(se) Start a #6-32 x 1/4" Allen head setscrew in the hub of the fan. 


(4) Slide the fan onthe motor shaft hub first and secure by means of the setscrew, with the end 
of the motor shaft flush with the fan hub. The fan blade configuration should agree with the 
illustration for proper air flow. 


(x7) Install and secure the shield top plate and 
fan assembly on the transmitter final am- 
plifier compartment. Secure withtwelve #6 raun trie 


sheet metal screws. Check for free fan ro- ai 
tation before and after top plate installation. 


( ) Connect the longer yellow wire on the free 
end of the twisted pair coming up from the 
front panel to lug 2 of the motor (Sl). Use 
a solid "tacking"' type of connection. See 
Detail 2. 


( ) Connect the other yellow wire inthe twisted 
pair to lug1of the motor (S-1). Use a solid 
"tacking" type of connection. See Detail 2. 


oace 


° 
e 
e 
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( ) Dress thetwisted pair of motor power leads 
neatly along the back of the panel. 


Detail 2 


(_ ) Using orange hookup wire, connect lug 2 ofthe bayonet socket onthe meter bracket furthest 
from the panel edge (S2) to lug 2 of the bayonet socket on thé left side of the dial back plate 
(S2). See Figure 42 on Page 92. 


( ) Referring to Figure 40, adjust the final dial drum position as shown by rotating the dial 
pulley on the band switch shaft until the proper position is obtained. 


BAND INDEX LINE 


Figure 40 
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( ) Rotate all controls and switches on the front panel full CCW. Install the aluminum knobs 
with pointers oriented properly and using #8-32 x 1/4" Allen head set screws. Refer to 
Figure 41 for the knob size touse at each location. Use the #8-32 x 1/8" Allen head setscrew 
on the smallest knob. On flatted shafts, make sure the setscrew opposite the pointer is 
seated on the shaft flat. Notice that the three larger size knobs have two setscrews per 
knob. The VFO knob does not require any special positioning. 

Oil all shaft bushings, especially those in the final and driver tune mechanism, with light 
machine oil to insure smooth and easy operation. 


( 


— 


TESTING, ADJUSTMENT, AND CALIBRATION INSTRUCTIONS 


NOTE: See Figure 41 for a description and the location of all operational controls on the trans- 
mitter before beginning the tuning procedure. A knowledge of each control function will assist 
in accomplishing the tuning without difficulty. 


METER MEASURES RANGE 
POS. 


CONTROLS VARIABLE 
CAPACITOR FOR 
CONTINUOUS ANTENNA 
LOADING 


DRIVER DRIVER PLATE CURRENT 0-50 ma 
GRID FINAL AMP. GRID CURRENT 0-10 ma 
PLATE FINAL AMP. PLATE CURRENT 0-500 ma 
HV FINAL AMP. PLATE VOLTAGE 0-1000 VDC 
MOD. MOD. PLATE CURRENT 0-250 ma 


CONTROLS AMOUNT 
OF DRIVE TO 
FINAL AMPLIFIER 


VFO FREQUENCY 
CONTROL 


PUSHBUTTON 
APPLIES 
EXCITATION 
FOR SPOTTING 
AND TUNING 


‘i 
) 


HV 
INDICATOR 


TUNE-OPERATE ; a e ot 
SWITCH LIMITS SS i BAND 


FINAL AMPLIFIER 


PLATE CURRENT 
FOR TUNING 

MIKE INPUT —s-) ——— s 

CONNECTOR - aii ai . 7 ; — MODULATION LEVEL 
CONTROL BEHIND 
DRIVER STAGE 
AUDIO GAIN PLATE TUNING FINAL AMPLIFIER 
TUNING 


KEY JACK. ADJUST 
WITH SCREWDRIVER 
THROUGH KEYJACK. 
SELECTS XTAL 
per eules CH OR VFO FREQUENCY 
CONTROL 
TO FINAL AMPLIFIER 


SELECTS CW, 


SSB, OR AM : 
OPERATION Figure 41 


( ) Insert all remaining tubes in the proper sockets. Refer to Figure 42 for identification of 
sockets. Don’t forget to install the three voltage regulator tubes below chassis. Insert the 
two OB2 regulators at V17 and Vi8 and the OA2 regulator at V19. Install the VFO dial lamps 
in their sockets. Also install tube shields where required, placing the corrugated heat 
shield insert in the VFO tube shield (V1). ; 

( ) Plug a crystal into the crystal socket. Select a crystal that will fall in one of the lower 
amateur bands, preferably 80 or 40 meters. 


( ) Connect a 100 watt light bulb to the RF output coaxial connector on the rear apron to act as 
a dummy antenna. This may best be done with the bulb inserted in a porcelain socket, One 
lead from the bulb should connect to the center portion of the connector and the other lead 
should be connected to the chassis. A short length of coaxial cable with a mating coaxial 
connector fitted on one end is ideal, but separate wires with a banana plug on one and an 
alligator clip on the other will suffice. 
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Figure 42 


( ) Connect a jumper wire between pin 5 and pin 8 of the accessory socket temporarily. A short 
piece of solder inserted at each pin hole will suffice. 


( ) Before applying power, set the controls and switches as follows: 
Audio gain: Full counterclockwise 
Power: Off 
Xtal-VFO: Xtal 
Drive: Full counterclockwise 
Band: Set band switch to proper band for crystal frequency used. 
Loading: Full counterclockwise 
Plate: Standby 
Mode Switch: AM ’ 
Meter: Grid 
Driver Tune: 5 
VFO: No special setting at this time. 
Final Tune: 5 
Tune-Operate Switch: Operate. 
Clamp: Full counterclockwise (See Note 1). 
Final Bias: Full counterclockwise (See Note 2). 
Modulation Level: Full counterclockwise (See Note 3). 
Modulation Bias: Full counterclockwise (See Note 4). 
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NOTE 1: This is the screwdriver adjustment at the hole nearest the front panel onthe left side 
of the chassis, 


NOTE 2: This isthe screwdriver adjustment at the hole furthest from the front panel on the left 
side of the chassis. 


NOTE 3: This is the screwdriver adjustment behind the key jack and can be reached with your 
narrow blade screwdriver through the jack. 


NOTE 4: This is the screwdriver adjustment under the chassis in the modulater compartment, 


CAUTION: BEFORE APPLYING POWER TO THE TRANSMITTER, IT SHOULD BE NOTED 
THAT LETHAL VOLTAGES ARE PRESENT BOTH ABOVE AND BELOW THE CHASSIS. 
CARE SHOULD BE EXERCISED NOT TO TOUCH ANY HIGH VOLTAGE POINTS WITH YOUR 
HANDS. WELL INSULATED TOOLS SHOULD BE USED FOR ANY ADJUSTMENTS BEHIND 
THE PANEL, 


t) At this point, the meter should be studied carefully to determine just how the meter reads 
for the various positions of the meter switch, First note that the meter has three scales: 
one from 0-10:one from 0-25; and one from 0-50. The scales should be interpreted as 


follows: 
METER SWITCH POSITION MEASURES RANGE OF READING 
Driver Driver plate current 0-50 ma 
Grid Final amp, grid current 0-10 ma 
Plate Final amp, plate current 0-500 ma 
Volts Final amp, plate voltage 0-1000 volts 
Modulator Modulator plate current 0-250 ma 


(©) Plug the transmitter into a 115 volt AC, 50-60 cycle outlet, 


(¥) Turn the power switch to ON and check to be sure that all tubes and dial lights light up, 
Switch the power off if any overheating is observed. It is normal that the neon bulb under 
the chassis glows at this time. The cooling fan should also operate. 


0A TIfnothing unusual is observed under these conditions after a short time, advance the drive 
control about one-quarter of a turn, Depress and hold the spotting pushbutton while adjust- 
ing the driver tuning control for a peak reading on the meter, CAUTION: Do not exceed a 
reading of 7 ma for more than an instant, See if at least 6 ma of drive is available through 
rotation of the drive control with the driver tuning peaked, Leave grid drive set at 6 ma. 
Note position of grid drive control with 6 ma on the meter so you can return to the setting 
later, Rotate the meter switch to the driver position. The driver plate current should not 
exceed 50 ma with 6 ma of grid drive. 


4) Releasing the spotting pushbutton will remove the excitation entirely. If 6 ma of grid drive 
is available without excessive driver plate current, the exciter stages are operating cor- 
rectly. Return the meter switch to the grid position, 


“ ) Move the Xtal-VFO switch to VFO and, while depressing the spotting pushbutton again, peak 

‘the driver tuning for peak grid drive, Increase or decrease the drive control to obtain the 
maximum 6 ma reading, The VFO frequency dial indication is not significant at this time. 
VFO calibration will be accomplished later, Once again, 6 ma of available drive indicates 
that the VFO is functioning properly. 


NOTE: If a crystal frequency in a band other than 80 or 40 meters is being used for the testing 
procedure, it is possible that insufficient drive may be available. This is because the buffer 
coils have not yet been adjusted, In this case, any indication of drive 1s evidence of satisfactory 
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operation of VFO, oscillator, anddriver stages, If an 80 or 40 meter crystal is not immediately 
available, skip the steps for final amplifier testing until VFO calibration and adjustment of the 
buffer coils is complete. Do not use the VFO for frequency control during final amplifier test 
until it is calibrated, due to the possibility of out-of-band radiation. 


bd To test the final amplifier, return the Xtal-VFO switch to Xtal and the drive control to full 
counterclockwise, reducing the drive to zero. Move the meter switch to plate and turn the 
plate power on (TRANSMIT). Turn this switch off immediately in case of an arc, apparent 
overload, or an excessive meter reading (over 250 ma). Normally, the meter should not 
read, or should only slightly read, up scale. Turn off plate power (STANDBY). 


OY Rotate the mode switch to SSB position. Turn the plate power on. Adjust the bias control 

‘on the left side of the chassis until the meter reads 55 ma, This establishes the final amp- 
lifier operating condition for class AB1, service, Turn off the plate power and return the 
mode switch to AM position, 


ee 

(4) Remove the crystal from its socket. Turnthe plate power on once again and adjust the clamp 
control on the left side of the chassis until the meter reading just returns to zero. If the 
meter did not read when the plate switch was thrown, rotate the clamp control until the 
meter moves off zero and then adjust until the meter just returns to zero, Turn plate power 
off, Replace the crystal in its socket. 


(..) Reset the drive control to the 6 ma position previously noted and, while depressing the spot- 
ting pushbutton, repeak the driver tuning, observing the grid current on the meter. Turn the 
tune-operate switch to tune position and the meter switch back to plate position and turn on 
the plate power. The meter should read approximately 100 ma, Rotate the final amplifier 
tuning control for a minimum reading at the dip. Nowreturn the tune-operate switch to op- 
erate position, The plate current should now read in the lower portion of the scale, 


Hy With one hand, begin slowly rotating the loading control while maintaining adip with the final 
tuning control. As the loading control is rotated, the minimum meter reading should in- 
crease, as should the light bulb's brilliance. Increase the loading until a normal operating 
load of 250 ma is reached. Then switch the meter to grid and retune the driver for maxi- 
mum and readjust the drive control for 6 ma, if necessary. Switch the meter to final and 
recheck final tuning for dip in the plate current. Turn the plate off. 


(*) Place the meter switch in the "MOD" position. Carefully prop the front of the transmitter 
up to gain access to the modulator bias control. Turn the plate power on and adjust the 
modulator bias until a reading of 50 ma is obtained, Turn the plate power off and place the 
transmitter in its normal position again, . 


( 


To test phone operation, connect a high impedance microphone to the mike input connector, 
and rotate the audio gain control to the position that gives the amount of speech clipping 
desired. When the input to the speech amplifier is 25 my, RMS, the approximate peak out- 
put voltage obtained from a high impedance crystal or dynamic microphone, 10 percent ro- 
tation of the audio control will give 0 DB of clipping, 20 percent will give 9 DB, 80 percent 
will give 15 DB, 40 percent will give 19 DB, 50 percent will give 21 DB, and 60 percent will 
give 25 DB. The recommended level of clipping for general communication is about 12 DB, 
which is produced with about one-quarter of a turn from full CCW on the audio gain control, 
Turn the plate power on and, while whistling steadily into the microphone, rotate the modu- 
lation level control (behind the key jack) until the meter peaks at about 125 ma. Without 
modulation, the reading will be the previously set 50 ma. The light bulb used as a dummy 
load should peak upward in brilliance, with peaks in modulation, Downward modulation in- 
dicates a need for touching up of the final tuning or more grid drive, Asthe amount of clip- 
ping is increased, maintain 125 ma peak reading with the five! control, if necessary, Small 
background noises should cause the meter reading to flicker slightly from the resting value. 
This indicates that the clipping circuit is operating satisfactorily, 
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‘NOTE: While it may be individually desired not to introduce clipping, the TX-1 modulator is 
designed on the premise that the results obtained with clipping will prove its merit and the con- 
trols have so been arranged, Once conditions are set for a particular microphone, only the front 
panel gain control need be adjusted occasionally to meet varying audio requirements, 


( ) Rotate the meter switch to the high voltage position, The meter shouldread about 750 volts, 
Turn the plate power off, 


( ) Tocheck CW operation, insert the plug from akey into the key jack and rotate the mode switch 
to CW position. With the meter switch in the plate position, turn the plate power on, When 
the key is depressed, the dummy lead should light and the plate current should rise to the 
operating load of 250 ma, Increase or decrease the loading as necessary. 


{ ) Remove the temporary jumper connection between pins 5 and 8 of the accessory socket. 
VFO CALIBRATION 


If the kit builder has access to a commercial frequency standard, an electronic counter of good 
quality, a surplus frequency standard of the LM or BC series, or a high quality communications 
receiver with a built-in crystal calibrator, such as the Heathkit RX-1 "Mohawk", they are ex- 
cellent for calibration. The only other practical alternative is to accumulate as many crystals 
as possible for the 80, 20, and 10 meter bands. The crystals shouldpreferably be near the band 
edges. The crystals may be inserted inthe transmitter crystal socket andcompared to the VFO 
frequency by means of a nearby receiver having a BFO. If a frequency meter is used, the fre- 
quency meter and VFO signals can be beat against each other inthe receiver. Afrequency counter, 
of course, can count and display the VFO frequency directly. It will only be necessary to cali- 
brate the 80, 20 and 10 meter bands, since the 20 and 15 meter bands of the "Apache" both use a 
common VFO switch position as do the 40 and 10 meter bands. Thus, when the 20 and 10 meter 
bands are calibrated, the 40 and 15 meter bands are also calibrated automatically. 

Before beginning calibration, allow the transmitter, frequency meter, and receiver to warm up 
for one-half hour or more. During the calibration procedure, the drive control should be full 
counterclockwise, the mode switch on CW position, and the plate power off. Iafrequency meter 
is used for calibration, the frequency meter signal and the VFO signal should be zero beat against 
each other in a receiver with the BFO off. Under these conditions the VFO signal is the same 
frequency as the frequency meter. When using crystals for calibration, set the receiver to the 
crystal frequency with the BFO on and zero beat the BFO in the receiver, Align the VFO for 
zero beat in the receiver without changing the receiver tuning, Under these conditions, the VFO 
aignal frequency is the same as the crystal frequency. 


Aside from these slight differences in measurement technique, the following procedure may be 
used for either method of calibration, Refer to Figure 43 for location and identification of the 
various calibrating adjustments. 


NOTE: It should be noted that the trimmer capacitors (G, E, and F in Figure 43) are used to 
determine the frequency spread covered on the dial while the coil slugs (40-115, 40-116B, and 
40-116A in Figure 43) are used to set a definite frequency point on the dial. The slugs are set 
to the calibration frequency near the low end of the dialand the trimmers are adjusted so that the 
calibration frequency at the high end ofthe band coincides with the dial reading. These two ad- 
justments interact with eachother and, therefore, will have tobe adjusted alternately until opti- 
mum overall calibration is obtained, All trimmer capacitors shouldbe set to full open (unmeshed) 
before starting calibration, as indicated by the marks placed on the shafts and chassis when the 
VFO sub-chassis was mounted. Make sure the steps regarding the setting of the tuning capacitor 


in relation to the dial mechanism were not overlooked or done improperly. 


For 80 meter calibration, set the dial to 3500 KC, if a frequency meter is used, or to the crystal 
frequency used near the low end of the band. Make sure the band switch is in the 80 meter pos- 
ition. Adjust slug 40-115 for zero beat in the receiver. Note that the zero beat will be against 
the 3500 KC output ofa frequency meter, if used, or against the receiver BFO as previously set 
to zero beat against the crystal oscillator. Now use a crystal (returning the transmitter to crystal 
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4 


operation) near the high end of the band or move the frequency meter up to a frequency of 4000 
KC. Reset the receiver as in the previous step. Tune the VFO to zero beat at the high end ofthe 
band and note the dial reading. Starting with the trimmer G plates at full open (unmeshed), the 
dial reading should be lower than the actual calibration frequency. Adjust trimmer G slightly 
clockwise. Readjust slug 40~115 for zero beat once again at the lower calibration frequency. Move 
the VFO up and check the high end and it should be found that the dial reading is closer to the 
actual frequency than before. Adjusttrimmer G again in the clockwise direction and repeat this 
process until calibration is achieved at both ends of the band. 
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Figure 43 


Repeat the procedure outlined above for the 20 and 10 meter bands. Move the band switch to the 
appropriate band for each calibration procedure. The receiver and signal sources (crystal or 
frequency meter) must operate between 7000 and 7175 KC for the 20 meter calibration and be- 
tween 7000 and 7425 KC for the 10 meter calibration. Use trimmer E and slug 40-116B for the 
20 meter calibration and trimmer F and slug 40-116A for the 10 meter calibration. 


After VFO calibration is complete, adjustment of the buffer coils may be accomplished. Set the 
band switch to the 10 meter position and the VFO dial to the middle of the band (approximately 
28.8 mc). Advance the drive control until a small grid current reading can be obtained with the 
driver tuning peaked. Adjust slug BJ (as shown in Figure 43) for a maximum grid current read- 
ing. Once again, do not exceed 6 ma for more than an instant. 
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Now switch the band switch to the 15 meter position and set the VFO dial to the middle of the 
band (approximately 21.3 mc). Peak the drive once again at a low reading and adjust slug BK 
(Figure 43) for a maximum reading on the meter, ‘ 


If a VIVM or multimeter is available, check the voltage to ground at terminal strip BG-1 after 
adjusting the buffer coils. If considerably in excess of-85 volts and more than adequate drive is 
available under normal operating load, detune slugs BJ and BK untila reading of approximately -85 
volts is obtained at terminal strip BG-1. As before, make this adjustment with the band switch 
at 10 meters for slug BJ and 15 meters for slug BK. 


To neutralize the final amplifier of your transmitter, place the mode switch in CW position and 
the band switch in the 10 meter position. Using either VFO or crystal frequency control, tune 
the driver for about 5 ma of final grid current at any point in the band. Now turn off all power 
and remove the final amplifier shield top. Disconnect the heavy red wire from lug 1of the large 
RFC, Also disconnect the blue lead from mode switch lug GD-14 in the final amplifier grid com- 
partment. Now reapply power to the transmitter leaving tho plate voltage off. Couple a grid 
dip meter or other sensitive RF indicator to the 10 meter coil in the final amplifier. Refer to 
the ARRL Handbook for the schematic of a suitable RF indicator for neutralization purposes. 
Adjust both driver and final tuning controls for a maximum indication of the RF indicator. Now, 
carefully bend the neutralizing probe extending through hole N in the top plate toward the final 
amplifier tubes, until a minimum reading is obtained on the RF indicator. Use a non-metallic 
tool to position the neutralizing probe such as the plastic nut starter furnished in the kit, When 
a minimum indication is obtained, leave the probe in its position at that point. Reconnect the 
red wire to Jug-lof the RFC, the blue wire to GD-14, and reinstall the shield top plate on the 
finalamplifier compartment. The neutraliz ing adjustment just completed provides better overall 
stability of the final amplifier as evidenced by a minimum variation in grid drive with changes 
in amplifier loading and tuning. 


This completes testing, adjustments and calibration of your TX-1 transmitter, 
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IN CASE OF DIFFICULTY 


Mistakes in wiring are the most common cause of difficulty. Consequently, the first step is to 
recheck all wiring against the pictorials and schematic diagrams. Often having a friend check 
the wiring will locate an error consistently overlooked. 


With miniature sockets, there is a possibility of shorts between adjacent socket terminals due 
to the close spacing, This should be checked and if any doubt exists, the terminals should be 
pried apart until obvious spacing can be seen between them, 


Sometimes apparently good solder connections will have an insulating coating of rosin between 
the wire, the terminal and the solder. This is often the case when insufficient heat was applied 
in soldering. An ohmmeter check of any questionable connections will test for this condition, 
Naturally, all voltages should be “off” for such tests, 


The transmitter is fused at the line cord plug, A type 3AG fuse is required on each side of the 
line plug with a rating not in excess of 8 amperes, Should it be found that fuses consistently 
plow whenever the equipment is plugged in and the POWER awitch is turned ON, resistance tests 
of the low voltage power supply should be made in accordance with the resistance chart. Ifa fuse 
plows whenever the PLATE switch is moved to the ON position, the high voltage power supply 
should be checked with an ohmmeter as outlined in the chart on Page 100. In either case, it is 
important that the power switches be OFF and the line plug removed when the resistance mea- 
surements are made. As additional insurance against shock, a screwdriver blade should be used 
to short from the chassis to the hot end of the bleeder resistor and from the chassia to each of 
the filter condensers so that they will be thoroughly discharged, 


Be sure to reread thecircuit description on Page 100, so that "cause and effect" reasoning may 
be employed as the search for trouble progresses. If some difficulty still persists after the 
steps outlined have been completed, attempt to localize the trouble to a particular stage in the 
transmitter circuit. Use the tuning procedure and voltage chart on page 99as a basis for local- 
ization and refer to the block diagram and schematic to visualize circuit relationships. The panel 
meter and station receiver are extremely valuable tools to use in locating trouble, 


RF CIRCUITS 


If agridcurrent reading cannot be obtained at the panel meter, the receiver may be used to check 
VFO and/or crystal oscillator operation, Connect a short piece of insulated wire to the receiver 
antenna terminal and bring the wire near the VFO or crystal oscillator tube. Tune the receiver, 
with the BFO on, to determine ifa signal is being generated by the respective oscillator circuits, 
In VFO operation, both stages should show signal output and the OA2 voltage regulator under the 
chassis should glow, indicating B+ is present. If this tube is dark, check the B+ supply. In 
crystal operation only the oscillator stage will show output, and the OA2 should be dark since 
the VFO is inoperative in crystai control. 


If it should be determined that both oscillator stages are functioning properly but still no grid 
drive can be obtained on the meter, turn the meter switch to the DRIVER position and advance 
the DRIVE control fully clockwise, The meter should read upscale, indicating plate current in 
the driver stage. No reading shows a defective driver tube, lack of DC operating potentials on 
the driver stage, an open cathode, screen or plate circuit, lack of coupling between oscillator 
and driver stages, or detuned oscillator coils. 


If, on the other hand, driver plate current can be obtained on the meter, try adjusting the DRIVER 
control for a dip in plate current, No dip could be caused by improperly connected driver tank 
coils or a poor connection to the driver tuning capacitor, 


Should it be found that a dip can be obtained in driver plate current when tuning the driver, but 
still no grid current is available, the 6146 grid circuit may be open at some point, Note that the 
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grid circuit includes a 1.1 mh RF choke, ashunt resistor for the meter, a 2,2 K ohm grid resis- 
tor and bias supply bleeder resistors. If an chmmeter is available, measure the overall grid 
circuit continuity with the power turned off. The reading should be in the vicinity of 6 K ohm, 
depending on the bias adjust setting. If such a test shows an open, check each grid circuit com- 
ponent separately to find the defective component or connection, Check to make sure the con- 
tacts on the rear deck of the mode switch are making good contact. 


If insufficient grid drive is obtained on 10 meters, further spread the turns on the 10 meter 
portion of the 10-15 meter driver plate coll (#40-61). 


Assuming that grid current is available in the correct quantity, difficulty in the 6146 stage may 
manifest itself in the form of an excessive plate current reading, insufficient plate current or 
inability to obtain resonance when tuning the final amplifier. 


Excessive plate current could indicate a shorted RF bypass capacitor in the final stage, lack of 
grid bias, detuned final tank circuit or miss-set loading control. 


Insufficient plate current would suggest low plate voltage and this can easily be checked with the 
panel meter in the VOLTS position, If plate voltage is present but plate current is still low, the 
clamp control may be improperly adjusted (see tuning procedure for proper adjustment) or the 
screen circult may be shorted or open, With the mode switch in "SSB" position and the plate 
power on the two OB2 regulator tubes in the final amplifier grid compartment should glow. Un- 
der all other conditions they will be dark, 


Failure to reach resonance when tuning the final tank circuit could indicate an incorrectly wired 
band switch or loading switch, a shorted loading capacitor or any other short or ground in the 
final pi-network circuit, Also, do not overlook the possibility that the frequency controls in 
previous stages may be incorrectly adjusted (see tuning procedure). 


Sluggish starting of 40 meter crystals can usually be cured by adjustment of the buffer coil, 
BK. Some improvement may also be effected by replacing the 47 uf coupling capacitor be- 
tween the 6CL6 plate and 5763 grid, C34, with a 200 wut capacitor. 


AUDIO CIRCUITS 


Inability to obtain modulation when following the procedure outlined in the tuning instructions 
(remembering that the modulation level control behind the key jack, as well as the front panel 
gain control, must be adjusted) couldbe indicative of trouble in the speech amplifier or modulator 
circuits, or may simply show a defect in the microphone or cable, Isolate the trouble by dis- 
connecting the microphone connector at the panel, Move the meter switch to MOD. and set the 
audio GAIN control fully counterclockwise. Touch the center portion of the microphone connector 
on the panel with your finger and advance the audio gain control slowly. The meter will show 
modulation ifthe speech amplifier and modulator circuits are all right, pointing to trouble in the 
microphone or cable. No reading at all on the meter suggests a lack of screen voltage on the 
modulator, Check the wiring at the CW-PHONE switch. Screen voltage is obtained from the LV 
B+ supply through the relay. If the meter reads up to about 50 milliamperes, however, but does 
not increase above this value with signa] input, the trouble is more than likely in the speech amp- 
lifier portion of the circuit, 


With the high voltage PLATE switch OFF, speech amplifier output can be checked at the modu- 
lator control grids. Care should still be exercised, however, because the low voltage power 
supply is still on. Connect a headphone or an AC voltmeter from grid to grid on the two modu- 
lator tubes and apply audio signal to the input of the speech amplifier by touching your finger to 
the center part of the microphone connector on the panel. No output under this condition could 
mean that one of the speech amplifier tubes is defective, Have them tested or substitute new 
ones, The speech amplifier portion of the transmitter is straightforward audio circuitry and the 
conventional test procedure for such circuits can be applied. 
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Measurements made with Heathkit Model MM-1 VOM (20,000 chms/volt) with controls set as fol- 
lows unless otherwise noted; Power, ON; Test-Operate, OPERATE; Band Switch, 20 M; Mode, 
AM; Xtal-VFO, VFO; AF Gain, FULL CCW; Drive, 6 MA; Loading, 250 MA; Plate Power, 
OFF; Transmitter Chassis, GROUNDED; Mod. Level Control, FULL CCW. 


NOTE; All voltages are DC unless otherwise noted, 


PIN 


Vi (VFO 6AU6) 


V2 (Driver 5763) 


V3 (Buffer 6CL6) 


V4 (Clamp 6AQ5) 


v5) 
ve} 6146 Final 


0 | -105 | __ jesac} 0 (1) 0 aM f__ 
GND (1) -3 GND | 370 | GND | 220 
_— 8 0 lg sac {2270 |(1t)170 f(9) -47 | 
GND |" (12) 70 (12) 70 | (10) 1 
—— 
(13) 70 so (19)750 
o | o (12) 70 \18)-150 0 
enp | ono {(13) 40] —— f1e)-85 | — |® 84° | gyp [PLATE 
(20)210 tterces CAP 


BO0AC | —- |S900AC | —- | Note 2) —~ 


V7 (Sp. Amp 12AX7) 1% | -.3 0 |6.3Ac/6.3AC |] 130 | 0.5 0 GND 
V8 (Sp. Amp 12AU7) |} 150 0 8 |8.3AC|6.3AC |] 110 0 8 na 
a ee es ns ne ee 
0 
V (Mod, Drive 12BY7) | 10 o |__ jesaciésac a 350 | 350 | gud 
a cE | 
0 0 
V10 (Clip. 6ALS5) 1.6] 16 | Quy {&3AC] 5 — | ao] — | __ 
a ees 
Vil) 0 (9) (9) 
viz) ELS4 Mod | © | cnp | 750 | 350 | -35 | -35 |e.aac| o i 
i bee 
(179375 (179375 : 
V14 (Rect 5V4) see 810AC s10AC see ; 
— |Note1 | — = — [note 1!| — 
7185) (8) 750 (8) 750 
18) See (9) (9) 18)See 
Vig} SR4 Rect a [Bee] (28) 
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(1) Measured with spotting pushbutton depressed, 

(2) Measured at VFO feedthrough A, 

(3) Measured at VFO feedthrough A with spotting pushbutton depressed, 

(4) Measured at VFO feedthrough B. 

(5) Measured at Terminal Strip BB-1, 

(6) Measured at VFO feedthrough C with spotting pushbutton depressed. 

(7) This voltage will vary with Drive Control setting. 

(8) Measured at Terminal Strip BG-1 with spotting pushbutton depressed, 

(9) Measured with Plate Power ON, 

(10) Measured with Plate Power ON and Drive Control Full ccw. 

(11) Measured at Mode Switch Lug GD-13 with Plate Power ON. 

(12) Measured at Mode Switch Lug GD-13 with Plate Power ON and Drive Control Full CCW. 

(13) Measured at Mode Switch Lug GD-13 with Plate Power ON and Test-Operaté in TEST position 

(14) Measured at Terminal Strip CI-2 with Mode Switch in SSB position, Drive Control Full CCW, 
and Pin 5 jumpered te Pin 8 on Acc. Socket, 

(15) Measured at Terminal Strip CI-2 with Mode Switch in $SB position, Drive Control FullCCw 
{no jumper on Acc, Socket). 

(16) Measured at Terminal Strip CI-2 with spotting pushbutton depressed, 

(17) 5 VAC between V14-2 and V14-8, 

(18) 5 VAC between V15-2 and V15-8, 

(19) Measured at Terminal Strip GC-2 with Plate Power ON. 

{20} Measured at Mode Switch Lug GD-13'with Mode Switch in SSB position, Drive Control Full 
CCW, and Pin 5 jumpered to Pin 8 on Acc, socket. 


NOTE 1: V14-2 & V14-8 are 400 VDC above chassis, Measure these filament voltages only if 
absolutely necessary and use extreme care, VTVM cases will be at B+ level during 
measurements. Turn off all power while connecting leads, 

NOTE 2: Be sure Plate Power is OFF or pins will be 800 VDC above chassis, 

RESISTANCE TABLE 


Measurements made with Transmitter disconnected from AC line and Mode Switch in CW position. 


——~— ee i 
CIRCUIT TEST POINT ee CANCE 
ow Voltage Low Voltage Filter 32 K ohm 
Suppl: Guteus 
High Voltage igh Voltage 30 K ohm 
Supply Bleeder 
Bias Suppl: JP-1 8 Kohm 
— Lug 2 of Seleni 
rn ug 2 of Selenium 
_ Mod Bias Supply Rectifier 13 K ohm 
5 to 7 K ohm 
Final Grid 6146 Grid Buss 
(Varies with Blas Control) | 
VFO Screen Feedthrough C 69 K ohm 
sa 
VFO Grid Feedthrough A 33 K ohm 
O8C Screen Pin 8 of 6CL8 BB ze sohunt 
t— en | 
OSC Grid Pin 2 of 6CL6 150 K ohm 
Driver Grid Pin 8 of 5763 20K chm 
-20 K ohm | 
Driver Screen Pin 6 of 5763 ‘Varies with Drive Control) 
Final Screen Mode Switch Lug GD-14 60 K ohm 
Final Screen with 
Tune-Operate Switch Mode Switch Lug GD-14 2.4K ohm 
in TUNE position eee: 
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INSTALLATION OF TRANSMITTER IN CABINET 


({ ) Install the four large rubber feet on the cabinet, Use #8-32 x 3/8" hardware, inserting screw 
through the rubber foot, and then through the cabinet bottom, Use #8 lockwashers under 
the nuts. Tighten securely. 

() Place the transmitter in front of the cabinet and pass the line cord through the opening in 
the back of the cabinet. Now slide the transmitter onto the rails and into the cabinet while 
guiding the line cord through the opening in the back. Use care when sliding the transmitter 
into the cabinet and check for clearance between the cooling motor and top of the cabinet. 
Use ten #10-32 Phillips head screws to fasten the front panel to the cabinet and eight #10 
sheet metal screws through the back of the cabinet into the rear chassis apron. 


( ) Placethe rear apron diagram adhesive label on the back of the cabinet just above the open- 
ing on the solid metal between the two center sheet metal screws. 


Your Heathkit TX-1 transmitter is now ready for installation and operation, 
OPERATION 


NOTE: IT SHOULD BE NOTED THAT AN AMATEUR RADIO OPERATOR AND STATION 
LICENSE IS REQUIRED TO PLACE THIS TRANSMITTER ON THE AIR. Information regarding 
licensing and amateur frequency allocations may be had from publications of the Federal Com- 
munications Commission or the American Radio Relay League. 


The tuning procedure outlined previously will also apply when loading an actual antenna. Some 
special cases involving particular antenna types will require special consideration and will be 
covered under antennas. 


A point not covered under the tuning procedure is the method by which the VFO may beat against 
an incoming signal without placing the transmitter onthe air. When operating either phone, CW, 
or SSB, depressing the spotting pushbutton on the front panel. will provide a signal from the ex- 
citer stages of the transmitter that can be picked up on the receiver. Then the VFO canbe 
tuned for zero beat against the incoming signal. If the frequency excursion is more than a few 
kilocycles, it maybe necessary to retune thedriver stage. When the transmitter is again placed 
on the air, the final amplifier may.require touching up to compensate for the frequency change. 


ACCESSORY SOCKET, CONTACTS, AND COAX RECEPTACLE 


See Figure 44 for a diagram of the accessory socket. This is the octal socket located on the rear 
apron of the chassis, It provides connections for external duplication of the functions of the 
plate switch and provides 110 VAC for antenna or receiver muting relay operation when the 
plate switch is on. Power for accessory equipment, intended primarily for the Heathkit SB-10 
SSB adapter, is also available with 350 V, 85 ma at pin 6 and 6,3 VAC, 3.5 amps at pin 7. Pin 5 
is the ground end of the final amplifier and driver bias string to allow control of the standby bias 
in SSB operation, Pin 8 provides an auxiliary ground in the event that shielded cable is used for 
remote operation, 


Dest switcH 


The accessory contacts at the terminal board in the center 
of the rear apron of the chassis are initially wired “normally 
closed” for receiver muting, These contacts are actuated 
when the plate switch is on. If it is desired to perform a 
function requiring normally open contacts, merely reconnect vow | 
the wire at lug 3 of the relay to lug 2, 


The two close spacedcoax receptacles provide easy conver- ANT. 
sion of the TX-1 to SSB operation in conjunction with the ay 
connections available at the accessory socket. With the 
mode switch in SSB position, the coax receptacle nearest 
thetwo screw terminal strip provides RF excitation for the 
SSB adapter while the other coax receptacle is the input to 
the class AB, final amplifier. Figure 44 sal Amen emer rid 


REAR VIEW 
OF 
chasis 
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EXCITER OPERATION 


The TX-~1 is well suited for use as an exicter for higher powered final amplifiers running up to 
the legal limit in both AM and SSB operation. RF excitation is available at the antenna output 
connector, 


In AM operation, audio output at 500 ohms can be made available for driving a higher powered 
modulator by means of a simple circuit modification, as follows: 


To remove high voltage from the secondary of the modulation transformer, remove the jumper 
between JW-2 and JS-5 and between JW-1 and lug 1 of the HV filter capacitor JY. To bring the 
audio out of the transmitter, disconnect the wires to JAj-1 and JA,-4 and then connect a wire be- 
tween JW-1 and JA;-1 and between JW~3 and JA;-4, Dress the wires disconnected from JA,-1 
and JA,-4 out of the way and wrap with tape to prevent shorting to the chassis, Now the audio 
will appear on pins 1 and 3 of the accessory socket, This modification disables the remote con- 


trol connections on the accessory socket, 
ANTENNAS 


The pinetwork output circuit of the TX~1 will match pure resistive loads from approximately 50 
to 600 ohms. Therefore, the transmitter will match antennas and unbalanced lines within these 
limits, provided such antennas or lines arenon-reactive, However, for best results, it is strongly 
recommended that the antenna and transmigsion line system selected present an unbalanced 50 
to 75 ohm resistive load to the output of the transmitter. Most commercial or “home-brewed” 
antennas, including beams, verticals and trapped antennas, in use today are designed to be fed 
with 50 or 75 ohm coax, If an antenna with a balanced feedline is desired, it is recommended a 
set of balun coils (such as the Heathkit Model B-1) or an antenna coupler be obtained, Such units 
are readily available commercially or can be built from published literature at a reasonable 
cost, Anantenna coupler is almost a necessity to properly match a pi output network to antennas 
having single wire feeds, multiband antennas with tuned transmission lines, or antenna with high 
impedance, balanced feedlines, such as a “V” or rhombic antenna, 


Much has been published on the subject of antennas and excellent articles can be found in the 
ARRL Handbook, Radio Handbook, and in most issues of CQ and QST. 


Whatever type of antenna system is used, the maximum loading point of 250 ma in the final amp- 
lifier should not be exceeded. In many instances the transmitter will load to a higher level, but 
theharmonic suppression of the pi output network is better if the output loading capacitor is not 
reduced to minimum value, Furthermore, the extra 10 or 15 watts which would be gained by 
maximum loading would not make any appreciable difference at the receiving end of the trans- 
mission, ‘ 


REPLACEMENTS 
Material supplied with Heathkits has been carefully selected to meet design requirements and 
ordinarily will fulfill its function without diffieulty. Occasionally improper instrument opera- 
tion can be traced to a faulty tube or component. Should inspection reveal the necessity for re- 
placement, write to the Heath Company and supply all of the following information: 


A. Thoroughly identify the part in question by using the part number and description found in 
the manual parts list. 

B. Identify the type and model number of kit in which it is used. 

C. Mention date of purchase. 

D. Describe the nature of defect or reason for requesting replacement. 


The Heath Company will promptly supply the necessary replacement. Please do not return the 


origina! component until specifically requested to do so. Do not dismantle the component in 
question as this will void the guarantee. If tubes are to be returned, pack them carefully to 
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prevent breakage in shipment as broken tubes are not eligible for replacement. This replace- 
ment policy does not cover the free replacement of parts that may have been broken or damaged 
through carelessness on the part of the kit builder, 


SERVICE 


If, after applying the information contained in 
this manual and your best efforts, you are still 
unable to obtain proper performance, it is sug- 
gested that you take advantage of the technical 
facilities which the Heath Company makes avail- 
able to its customers, 


The Technical Consultation Department is main- 
tained for your benefit, This service is available 
to you at no charge. Its primary purpose is to 
provide assistance for those who encounter 
difficulty in the construction, operation or 
maintenance of HEATHKIT equipment, It isnot 
intended, and is not equipped to function as a 
general source af technical information involving 
kit modifications nor anything other than the 
normal and specified performance of HEATHKIT 
equipment. 


Although the Technical Consultants are familiar 
with all details of this kit, the effectiveness of 
their advice will depend entirely upon the amount 
and the accuracy of the information furnished by 
you, In a sense, YOU MUST QUALIF Yior GOOD 
technical advice by helping the consultants to 
help you. Please use this outline: 


1, Before writing, fully investigate each of the 
hints and suggestions listed in this manual 
under "IN CASE OF DIFFICULTY.” Pos- 
sibly it will not be necessary to write. 


2, When writing, clearly describe the nature 
of the trouble and mention all associated 
equipment, Specifically report operating 
procedures, switch positions, connections 
to other units and anything else that might 
help to isolate the cause of trouble. 


3, Report fully on the results obtained when 
testing the unit initially and when following 
the suggestions under "IN CASE OF DIF- 
FICULTY." Be as specific as possible and 
include voltage readings if test equipment is 
available, 


4, Identify the kit model number and date of 
purchase, if available. 


5, Print or type your name and address, 
preferably in two places on the letter, 
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With the preceding information, the consultant 
will know exactly what kit you have, what you 
would like it to do for you.and the difficulty you 
wish to correct. The date of purchase tells him 
whether or not engineering changes have been 
made since it was shipped to you. He will know 
what you have done in an effort to locate the 
cause of trouble and, thereby, avoid repeti- 
tious suggestions. In short, he will devote full 
time to the problem at hand, and through his 
familiarity with the kit, plus your accurate re- 
port, he will be able to give youa complete and 
helpful answer. If replacement parts are re- 
quired, they will be shipped to you, subject to 
the terms of the Warranty. 


The Factory Service facilities are also available 
to you, in cage you are not familiar enough with 
electronics to provide our consultants with suf~ 
ficient information on which to base a diagnosis 
of your difficulty, or in the event that you pre- 
fer to have the difficulty corrected in this man- 
ner, You may return the completed instrument 
to the Heath Company for inspection and neces~- 
sary repairs and adjustments. You will be 
charged a minimal service fee, plus the price 
of any additional parts or material required, 
However, if the completed kit is returned within 
the Warranty period, parts charges will be 
governed by the terms of the Warranty, State 
the date of purchase, if possible. 


Local Service by Authorized HEATHKIT Serv- 
ice Centers is also available in some areas and 
often will be your fastest, most efficient method 
of obtaining service for your HEATHKIT equip- 
ment, Although you may find charges for local 
service somewhat higher than for factory serv~ 
ice, the amount of increase is usually offset 
by the transportation charge you would pay if 
you elected to return your kit to the Heath 
Company, 


HEATHKIT Service Centers will honor the 
regular 00 day HEATHKIT Parts Warranty on 
all kits, whether purchased through a dealer 
or directly from Heath Company; however, it 
will be necessary that you verify the purchase 
date of your kit, 


Under the conditions specified in the Warranty, 
replacement parts are supplied without charge; 
however, if the Service Center assists you in 
locating a defective part (or parts) in your 
iit, or installs a replacement part for you, 
you may be charged for this service, 


HEATHKIT — equipment purchased locally and 
returned to Heath Company for service must be 
accompanied by your copy of the dated sales 
receipt from your authorized HEATHKIT deal- 
er in order to be eligible for parts replacement 
under the terms of the Warranty, 


THIS SERVICE POLICY APPLIES ONLY TO 
COMPLETED EQUIPMENT CONSTRUCTED IN 
ACCORDANCE WITH THE INSTRUCTIONS AS 
STATED IN THE MANUAL, Equipment that has 
been modified in design will not be accepted 


for repair. If there is evidence of acid core 
solder or paste fluxes, the equipment will be 
returned NOT repaired, 


For information regarding modification of 
HEATHKIT equipment for special applica- 
tions, it is suggested that you refer to any one 
or more of the many publications that are avail- 
able on all phases of electronics, They can be 
obtained at or through your local library, as 
well ag at most electronic equipment stores. 
Although the Heath Company sincerely welcomes 
all comments and suggestions, it would be im- 
possible to design, test, evaluate and assume 
responsibility for proposed circuit changes for 
special purposes, Therefore, such modifications 
must be made at the discretion of the kit builder, 
using information available from sources other 
than the Heath Company, 


SHIPPING INSTRUCTIONS 


In the event that your instrument must be re- 
turned for service, these instructions should be 
carefully followed, 


ATTACH ATAGTO THE EQUIPMENT BEARING 
YOUR NAME, COMPLETE ADDRESS, DATE OF 
PURCHASE, AND A BRIEF DESCRIPTION OF 
THE DIFFICULTY ENCOUNTERED, Wrap the 
equipment in heavy paper, exercising care to 
prevent damage, Place the wrapped equipment 
in a stout carton of such size that at least three 
inches of shredded paper, excelsior, or other 
resilient packing material can be placed be- 
tween all sides of the wrapped equipment and 
the carton, Close and seal the carton with 


gummed paper tape, or alternately, tie securely 
with stout cord, Clearly print the address on 
the carton as follows; 
To: HEATH COMPANY 
Benton Harbor, Michigan 


Include your name and return address on the 
outside of the carton, Preferably affix one or 
more "Fragile" or "Handle With Care" labels 
to the carton, or otherwise so mark with a 
crayon of bright color, Ship by parcel post or 
prepaid express; note that a carrier cannot be 
held responsible for damage in transit if, in 
HIS OPINION, the article is inadequately packed 
for shipment, 


All prices are subject to change without notice. 
The Heath Company reserves the right to dis- 
continue instruments and to change specifications 


at any time without incurring any obligation to 
incorporate new features in instruments pre- 
viously sold. 


inknPinnhaniisi iii i a =I 
WARRANTY ig 
f 
t 
Heath Company warrants that for a period of three months from the date of shipment, all Heathkit =a 
parta shall be free of defects in materials and workmanship under normal uge and service and et 
that in fulfitlment of any breach of such warranty, Heath Company shall replace auch defective 
parts upon the return of the same to its factory. The foregoing warranty shall apply only to the H 
original buyer, and is and ahall be in lieu of all other warranties, whether express or implied iF 
and of all other obligations or liabilities on the part of Heath Company and in no event shall 3] 


Heath Company be liable for any anticipated profits, consequential damages, logs of time or other 
losses incurred by the buyer in connection with the purchase, assembly or operation of Heathkits 
or components thereof. No replacement shall be made of parta damaged by the buyer in the 
course of handling or assembling Heathkit equipment. 


NOTE: The foregoing warranty is completely void and we will not replace, repair or service 
instruments or parts thereof in which acid core aolder or paste fluxes have been used. 


HEATH COMPANY 


>So 


mimic 


mapa 


Raia 


TR i 


Page 105 


PART PARTS 
Per Kit 


No, 


Resistors 
1-7 
1-9 
1-22 
1-24 
1-25 
1-26 
1-33 
1-38 
1-2A 
1-4A 
1-54 
1-234 
1-244 
1-254 
1-264 
1-46A 
1-47A 
1-1B 
1-17B 
2-94 
2-95 


Capacitors 
20-1 

20-3 

20-4 
20-11 
20-33 
20-42 


20-48 
21-16 
21-25 
21-27 
21-29 
21-31 
21-53 
21-54 
21-55 
21-84 
21-85 
21-86 
23-11 
23-53 
23-81 
25-4 

25-10 
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DESCRIPTION 


680 ohm 1/2 watt 

1000 ohm 1/2 watt 

22 K ohm 1/2 watt 

33 K ohm 1/2 watt 

47 K ohm 1/2 watt 

100 K ohm 1/2 watt 

470 K ohm 1/2 watt 

3.3 megohm 1/2 watt 

1000 ohm 1 watt 

8.2 K ohm 1 watt 

22 K ohm 1 watt 

2.2 K ohm 1 watt 

4,7 K ohm 1 watt 

6,8 K ohm 1 watt 

15 K ohm 1 watt 

27 K ohm 1 watt 

3,9 K ohm 1 watt 

2,7 K ohm 2 watt 

6.8 K ohm 2 watt 

.1 ohm 1/2 watt precision 
1,02 ohm 1/2 watt precision 
5.55 ohm 1/2 watt precision 
.2 ohm 1/2 watt precision 
1 megohm 2 watt precision 
5 K ohm 7 watt 

15 K ohm 10 watt 

30 K ohm 50 watt center- 
tapped 


47 mmf silver mica 600 volt 
200 mmf mica 600 volt 

270 mmf mica 600 volt 

100 mmf mica 600 volt 

:001 mf mica 600 volt 

510 mmf silver mica 600 
volt 

-001 mf 2000 volt 

.01 mf disc 

1300 mmf disc 

.005 mf dise 

4.7 mmf N750 

.02 mf disc 

-001 mf feed-through 

75 mmf N'750 

500 mmf 5000 volt 

24 mmf NPOdise ceramic 5% 
56 mmf NPO disc ceramic 5% 
75 mmf NPOdisc ceramic 5% 
+1 mf 600 volt 

-1 mf paper 400 volt 

-01 mf 600 volt feed-through 
10 mf 25 volt electrolytic 
20-20-20 mf 450 volt 
electrolytic 


PART PARTS 
No, Per Kit 
25-19 2 
25-28 1 
25-34 2 
25-35 1 
26-22 1 
26-25 1 
26-43 1 
26-44 3 
26-45 1 


DESCRIPTION 


20 mf 150 volt electrolytic 
100 mf 50 volt electrolytic 
125 mf 450 volt electrolytic 
2 mf 50 volt electrolytic 
75 mmf variable 

350 mmf variable 

7 & 14 mmf differential 
variable 

15 mmf midget variable 
452 mmf per section, 3 
gang variable 


Coils - Choke - Transformers 


40-61 
40-62 
40-63 
40-115 
40-116 
40-117 
40-118 
40-119 
45-4 
45-13 
45-14 
45-15 
45-16 
45-17 
45-28 
45-31 
46-4 
46-10 
46-11 
§1-23 
51-34 
54-30 
54-37 
54-65 


Me ee ROR EMO MEE 


10-15 M driver coil 

20 M slug tuned coil 
40 M slug tuned coil 
160 M VFO coil 

40 M VFO coil 

driver tank coil 

fina] tank coil 

10 M final tank coil 

1.1 mh RFC 

47 ohm parasitic choke 
2.5 mh RFC 

1 mh 500 ma RFC 

10 mh RFC 

line filter choke 

line filter c‘ioke 

ll uh. RFC 

5 HY audio choke 

plate filter choke 400 ma 
LV filter choke 150 ma 
driver transformer 
modulation transformer 
plate transformer 
filament transformer 
power transformer 


Sockets - Terminal Strips - Wafers - Knobs 


431-1 
431-2 
431-5 
431-6 
431-10 
431-11 


431-12 
431-14 


G-431-41 
G-431-42 


G-431-43 


4 


5 
2 
1 
4 


ne ww 


1-lug terminal strip (no gnd) 
2-lug terminal strip (no gnd) 
4-lug terminal strip (no gnd) 
2-lug screw terminal strip 
3-lug terminal strip 

(center gnd) 

5-lug terminal strip 

(center gnd) 

4-lug terminal strip (#2 gnd) 
2-lug terminal atrip 

(one gnd) 

2-lug terminal strip-special 
(no gnd) 

5-lug terminal strip-special 
(one gnd) 

3-lug terminal strip-special 
(no gnd) 


ae 


PART PARTS DESCRIPTION 


No, Per Kit 

431-44 1 4-lugterminal strip special 
{one gnd) 

432-16 1 microphone connector 

434-34 § 7-pin miniature socket 

434-35 1 7-pin miniature shield 
ceramic socket 

434-39 1 octal mica socket 

434-42 1 phono jack 

434-43 1 9-pin miniature shield socket 

434-44 5 bayonet socket 

434-38 1 crystal socket 

434-53 5 octal ceramic saddle socket 

434-54 2 octal ceramic wafer socket 

434-56 2 9-pin miniature socket 

434-71 1 red jewel candelabra pilot 
light assembly complete 

434-75 2 9-pin miniature ceramic 
socket 

436-5 3 coaxial connector 

436-13 1 phone jack 

438-4 1 phono plug 

438-11 1 fuse plug 

462-157 1 knob, 2 1/4" diameter 

462-158 2 knob, 1 3/4" diameter 

462-129 6 knob, 1 1/4" diameter 

462-130 1 knob, 11/16" diameter 

463-15 1 dial pointer 

481-1 1 metal capacitor mounting 
wafer 

481-3 2 insulated capacitor 


mounting wafer 
Hardware Package #1 


250-7 3 #6-32 x 3/16" RHMS 

250-9 40 #6-32 x 3/8" RHMS 

250-13 5 #6-32 x 1" RHMS 

250-29 3 #6-32 x 3/4" RHMS 

250-31 100 #6-32 x 1/4" RHMS 

250-48 2 #6-32 x 1/2" RHMS 

252-3 125 #6-32 nut 

254-1 = 125 #6 lockwasher 

Hardware Package #2 

250-8 38 #6 sheet metal screw 

250-18 27 #8-32 x 3/8" RHMS 

250-49 50 #3-48 x 1/4" PHMS 

252-1 50 #3-48 nut 

252-4 27 #8-32 nut 

252-7 28 3/8 x 32 nut 

254-2 27 #8 lockwasher 

254-7 50 #3 lockwasher 

Hardware Package #3 

250-93 27 #8-32 Allen head set 
screw x 1/4" 

250-95 1 #5-40 x 3/4" RHMS 

251-1 11 #6 spade lugs 


PART PARTS 
No, Per Kit 


DESCRIPTION 


252-33 4 
254-4 20 


#5-40 nut 
3/8" lockwasher 


Hardware Package #4 


250-4 2 #4-40 x 3/8" RHMS 

250-28 7 #6-32 x 1/4" set screw 

250-34 2 #4-40 x 1/2" RHMS 

250-50 9= 12 #10-32 x 3/8" Phillips 
head MS 

250-51 8 #10 sheet metal screw 

250-52 4 #4-40 x 1/4" RHMS 

250-94 1 #10-24 x 4 3/4" RHMS 

250-105 = 1 #8-32.x 1/8" Allen head 
set screw 

252-15 2 #4-40 small nut 

252-22 4 #6 Tinnerman Nut 

252-30 1 #10-24 nut 

252-31 1 #10-24 wing nut 

253-1 5 #6 fiber washer 

253-6 1 #10 fiber washer 

258-10 11 3/8" flat washer 

253-11 9 1/4" E retaing washer 

253-19 2 #10 large flat washer 

253-21 17 5/32" flat washer 

253-42 2 #10 flat washer 

254-3 3 #10 lockwasher 

254-9 7 #4 lockwasher 

255-1 5 #6 x 1/8" spacer 

255-3 7 #6 x 3/8" spacer 

255-16 2 dial drive spacer 

255-17 1 dial stop spacer 

258-1 1 dial cord spring 

258-4 1 dial stop spring 

258-10 1 dial drum spring 

259-1 25 #6 solder lug 

259-6 5 #6 small solder lug 

259-10 6 3/8" control solder lug 

Controls - Switches 

10-35 2 .5 megohm pot, audio 
taper, slotted 

10-57 1 10 K ohm lin. pot, tab mount 

10-68 1 .5 megohm pot, audio taper 

10-69 1 5 K ohm pot, slotted 

11-20" 1 25 K ohm 4 watt pot 

61-3 1 DPST toggle switch 
(with hardware) 

61-4 1 SPST toggle switch 
(with hardware) 

61-7 1 SPDT toggle switch 
(with. hardware) 

63-94 1 1 sec, 2 pole, 5 pos. 
meter switch 

63-151 1 1 sec, 2 pole, 2 pos, 
XTAL-VFO switch 

63-196 1 3 sec, 6 pole, 3 pos, 


mode switch 
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PART PARTS DESCRIPTION 
No, Per Kit 


Controls -Switches (con't) 


63-153 1 2 sec, 2 pole, 5 pos. ex- 
citer band switch 

63-154 1 1 sec, 3 pole, 4 pos, 
VFO band switch 

63-155 1 1 sec, 1 pole, 5 pos, 
final band switch 

64-3 1 SPST pushbutton switch 


Meters - Tubes 


407-49 1 1 ma 50 ohm meter 
411-11 1 6AU6 Tube 

411-25 1 12AU7 Tube 

411-26 1 12 AXT Tube 
411-35 1 6V4 Tube 

411-40 1 6AL5 Tube 

411-46 2 OB2 Tube 

411-59 1 OA2 Tube 

411-60 1 6AQ5 Tube 

411-63 1 6CL6 Tube 

411-69 1 12BY7 Tube 

411-75 2 6146 Tube 

411-76 2 5R4GY Tube 

411-77 1 5763 Tube 

411-112 2 6CA7/EL34 Tube 
412-1 5 #47 pilot light 
412-2 1 3 watt 110 volt light 
412-11 1 NE-2 neon bulb 
421-9 2 7? amp 3 ag Slo-Blo fuse, 


125 volt 


Sheet Metal Parts 


100-M118 1 Chassis base 

100-M217 1 Dial drive back plate 

100-M218 1 Dial drive front plate 

200-M166 1 VFO sub-chassis 

202-M19 1 VFO sub-chassis end 

204-M151 1 Dial pointer bracket 

204-M153 1 Dial assembly support 
bracket 

204-M154 1 Audio filter mounting 
bracket 

204-M155 1 Filter capacitor mount- 
ing bracket 

204-M156 1 Variable capacitor 
mounting bracket 

204-M157 1 Control and tube mount- 

3 ing bracket 

204-M158 1 Meter mounting bracket 

204-M159 1 Dial stop bracket 

204-M160 1 Control shaft support 
bracket 

204-M208 1 Bias control bracket 

205-M82 1 VFO cover plate 

205-M83__ 1 Chassis top plate 
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PART PARTS DESCRIPTION 
No. Per Kit 


Sheet Metal Parts (con't) 


206-M60 1 Final amplifier front 
shield 

206-M61 1 Final amplifier shield 
wraparound 

206-M62 Final amplifier shield top 


1 
206-M63 1 Driver partition shield 
206-M64 1 Driver shield 
1 


206-M65 Line cord terminal shield 

203-M148F191 1 Front panel 

Miscellaneous 

57-13 3 Selenium rectifier 

69-5 1 110 vac DPDT relay 

71-2 1 Feedthrough insulator 

71-4 2 Stand-off insulator 

13-1 9 3/8" rubber grommet 

13-2 6 3/4" rubber grommet 

73-3 1 1/2" rubber grommet 

13-4 2 5/16" rubber grommet 

73-6 2 Shock mount grommet 

14-4 1 Insulating tape roll 

84-2 1 Strip package componentassembly 

89-4 1 Line cord 

90-82 1 Cabinet 

100-119 1 Cable harness 

100-193 1 Dial drive pinion gear 
assembly 

100-194 1 Dial drive gear assembly 

100-M19 1 1 1/4" pulley 

100-M120 1 Dial drive stop cam 

100-M121 1 Dial pulley 

100-M122 1 Dial drum shaft 

100-M125 1 Dial drum left end plug 

100-M126 1 VFO switch drive plate 

100-M127 1 Band switch drive plate 

100-M128 1 XTAL-VFO switch drive 
plate 

100-M129 2 Single link drive arm 

100-M130 1 Dual link drive arm 

100-M131 1 Dial escutcheon 

100-M132 2 Dial drum support 

205-71F 1 Meter escutcheon 


205-73F193 1 Panel escutcheon 


206-3 1 Tube shield 

206-6 1 Spirashield 1/8" ID, 12" long 
206-4 1 Spirashield 3/16" ID 8" long 
206-25 1 Tube shield 1 3/4" 

206-43 6 Coaxial jack shield 

206-54 2 Tube shield 2 3/8" 

206-55 2 Tube shield base 

206-66 1 Heat shield insert 

207-3 1 Plastic cable clamp 1/8" 
207-5 1 Plastic cable clamp 3/16" 
207-19 1 Plastic cable clamp 5/16" 


PART PARTS DESCRIPTION 
No. Per Kit 


Miscellaneous (con't) 


250-135 al #5-40 shouldered hex screw 
40 1 #5-40 hex nut 
258-26 2 Cluster gear tension spring 
4260-12 2 Aluminum plate cap 
261-6 4 Rubber feet 
266-21 1 Fan 
266-M7 1 Short link arm 
4266-M8 1 Long link arm 
340-1 1 Length #14 bare wire 
340-2 1 Length #20 bare wire (tinned) 
340-3 1 Length #16 bare wire (tinned) 
343-4 1 Length RG-58A/U wire 
344-1 4 Length hookup wire (4 colors) 
344-6 1 Length #18 hookup wire 
346-1 2 Length 1/8" insulated sleeving 
346-5 1 Length 1/4" insulated sleeving 
349-3 1 Length glass core dial cord 
seed A9-4 1 Long drive band 
849-5 1 Short drive band 
390-39 1 Rear apron adhesive label 
391-3 1 Silver nameplate 
420~1 1 Length bare wire 
420-3 1 Fan motor 
451-12 1 Dial drive nylon cluster gear 
451-15 1 Tuning drive gear 
451-16 1 Tuning drive antibacklash gear 
452-3 1 Dial drive gear pin 1/16" x 7/16" 
453-25 1 Driver tune shaft 
453-26 1 Final tune shaft 
453-27 1 Loading control shaft 
453-28 1 XTAL-VFO switch drive shaft 
453-29 1 Driver capacitor tune shaft 
453-30 1 Band switch shaft 
453-53 1 Dial stop rider shaft 
453-78 1 Dial drive cluster gear shaft 
455-9 3° 3/8-34 x 1/4 ID bushing 
455-10 5 3/8 x 17/64 ID bushing 
455-17 1 3/8-34 x 17/64 ID bushing 
9/16" long 
455-18 4 3/8-32 x 1/4 ID bushing 
9/16" long 
4 Couplings 1/4" to 1/4" 


Plastic drum dial screened 
Plastic pulley 
Drive band pulley 


1 

466-10 4 
485-M7 1 Dial drum right end plug ’ 

1 

1 


490-6 
595-194 


5/64". Allen wrench 
Instruction manual 
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